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EXECUTIVE SUMMARY 


Rest areas perform a critical role in the highway network. They provide passenger vehicle 
occupants and heavy vehicle operators with an opportunity to use a restroom, walk around, stop 
for a meal, sleep for a period of time, or even pause to use a cellular phone. Many of these 
activities aid in reducing driver fatigue, with the potential for consequently reducing fatigue- 
related crashes. These various activities also have a direct impact on a number of aspects of rest 
area design, from parking stall demand to facility sizing, water needs and wastewater generation 
and handling. 


For decision-making related to rest area usage, many states, including Montana, consult the 
American Association of State Highway and Transportation Officials (AASHTO) “A Guide for 
the Development of Rest Areas on Major Arterials and Freeways” (AASHTO, 2001). This 
reference provides guidance related to rest area design, including water and sewer system 
capacity, as well as parking lot size and layout. The Montana Department of Transportation 
(MDT) is not assured about the suitability of using the figures provided in this document for 
various rest area design aspects as they are based on national averages which may not represent 
usage patterns in a rural state like Montana. As aresult of these concerns and needs, research 
was undertaken to refine the figures employed in the estimation of Montana rest area use, 
including water flow, effluent flow, pedestrian traffic, vehicle traffic counts and classifications, 
and vehicle dwell times for commercial vehicles and passenger vehicles. This information will 
provide MDT with up-to-date figures that may be employed in usage estimation for rest area 
design and rehabilitation activities. 


The objectives of this research were threefold: to 1) obtain rest area usage data that could support 
various aspects of rest area planning, design, and operations in the future; 2) process, manipulate, 
and compile data in a format that can be used by MDT in general activities and by the 
researchers for analysis in subsequent project activities, and 3) develop rest area usage 
guidelines, including recommended procedures that could be used in predicting rest area usage in 
the state of Montana. In completing objective 1), four separate types of data were collected 
during the course of this project: traffic data, dwell time data, water usage data, and patron/door 
count data. Recommended procedures to estimate traffic/parking demand were developed using 
factors derived from observed vehicle and patron count data. Estimated wastewater generation 
factors were developed based on recorded entering patron traffic. 


Data was collected at 34 state-maintained (i.e., MDT maintained) rest areas on M ontana 
highways, of which 14 are dual rest areas where facilities are provided in the two directions of 
travel. Traffic data were collected at representative rest areas (control stations) for the total 
duration of the study, not including the winter months, while short-term traffic data was collected 
at all other locations (coverage stations). Dwell time data was collected at three rest areas for 
approximately one week. All other data were collected on a daily basis throughout the duration 
of the project at all sites. 


Analysis of descriptive statistics indicated that the mean usage at rest areas in the high volume 
interstate category was approximately 10 percent of mainline traffic. The average percent 
mainline traffic entering for the low volume interstate category was approximately 8.7 percent. 
This value was 10.96 percent for the high volume arterial category (excluding the control station) 
and 13.39 percent for low volume arterials. 
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Linear regression was employed to develop models that could be used by MDT in estimating rest 
area usage based on the expected mainline traffic. Variables initially considered in the modeling 
process included day of week, day/night, nearest upstream rest area and city, nearest downstream 
rest area and city, rest area condition, percent trucks entering the rest area, and presence of a 
weigh station or visitor information center. The models developed did not have a strong R 
square value; consequently, nom odel was viewed to be strong enough to warrant being 
employed by MDT to estimate rest area usage in the future. Based on this, more research may 
be needed regarding the modeling of rest area usage estimation, including techniques other than 
linear regression. In light of the modeling results achieved, an alternative approach regarding 
future usage guidance was developed. 


The overall mean dwell time at the three study sites, among all vehicle types, varied roughly 
between 14 and 24 minutes, which were similar to the guidance provided by AASHTO. When 
examined by vehicle type, commercial vehicles had the greatest mean dwell time followed by 
RV’s and cars, respectively. Mean water usage and wastewater generated at Montana rest area 
sites was approximately 1.5 gallons per person. At interstate rest areas, mean water usage was 
approximately 1.45 gallons per person, while arterial rest areas saw mean water usage of 1.46 
gallons per person. Regardless of the category employed (interstate, arterial, overall), water 
usage was found to be significantly lower than the value of 3.5 gallons per persons recommended 
by AASHTO. 


To the extent practical, the research team tried to investigate some of the variables that were 
thought to affect rest area usage, using data that was collected in the field or acquired from the 
Montana Department of Transportation. The analyses showed that the selected aspects of usage 
varied in a broad range and that the variables investigated in this research project only explain 
some of the variation in rest area usage. Specifically, variables such as trip length, trip purpose, 
and traffic composition (local versus non-local drivers) may affect the percentage of traffic using 
a rest area, yet were not investigated by this project, primarily for reasons related to data 
availability and required resources. However, given the extensive amount of data collected in 
this project, this research offers valuable guidance to rest area usage in rural areas supported by 
extensive empirical observations. The value of this guidance is particularly evident given the 
severely limited knowledge on rest area planning and design in the current state of the art and 
practice. Chapter 5 of this report utilizes the major research results generated and expands the 
analyses on specific rest area usage aspects to offer some practical guidelines for rest area usage 
estimation in Montana. 
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1. INTRODUCTION 


Rest areas perform a critical role in the highway network. They provide passenger vehicle 
occupants and heavy vehicle operators with an opportunity to use a restroom, walk around, stop 
for a meal, sleep for a period of time, or even pause to use a cellular phone. Many of these 
activities aid in reducing driver fatigue, with the potential for consequently reducing fatigue- 
related crashes. These various activities also have a direct impact on a number of aspects of rest 
area design, from parking stall demand to facility sizing, water needs and wastewater generation 
and handling. 


Many states, including Montana, consult the American Association of State Highway and 
Transportation Officials (AASHTO) “A Guide for the Development of Rest Areas on Major 
Arterials and Freeways” (AASHTO, 2001) for information regarding rest area usage. T his 
reference provides guidance related to rest area design, including water and sewer system 
capacity, as well as parking lot size and layout. The Montana Department of Transportation 
(MDT) is currently reviewing the applicability of the figures provided in this document for 
various rest area design aspects, because they are based on national averages that may not 
represent usage patterns in a rural state like Montana. 


MDT?’s rationale is that rest areas located along lower volume rural roadways receive higher 
percentages of mainline volumes of vehicles/patrons than those estimated by AASHTO, owing 
to fewer opportunities to stop elsewhere. If the traffic volume estimates for a rest area is 
inaccurate, then the prediction of sizing and usage based on these figures may be inadequate as 
well. Consequently, MDT is concerned about under-designing a facility, thus requiring costly 
renovations and expansion at a future date. On the other hand, MDT is also concerned about 
over-designing a facility in order to make the best use of scarce financial resources. F inally, 
MDT would also like to predict and track the expected life of rest area facilities based on asset 
management processes, which require extensive amounts of usage data. 


As aresult of these concerns and needs, research was necessary to refine the figures employed in 
the estimation of Montana rest area use. In particular, it was necessary to obtain Montana- 
specific figures related to rest area usage including water flow, effluent flow, pedestrian traffic, 
vehicle traffic counts and classifications, and vehicle dwell times for commercial vehicles and 
passenger vehicles. This information will provide MDT with up-to-date figures that may be 
employed in usage estimation for rest area design and rehabilitation activities. Such estimation 
was essential in the process of planning and designing rest area facilities. The use of state- 
specific figures will facilitate fiscally sound decision-making, through the avoidance of facility 
over or under design. 


Finally, all of this information would be of limited usefulness without guidance related to its 
implementation. Therefore, it is also necessary to develop guidance to aid in employing (and 
updating) rest area usage rates in the future. 
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1.1. Background 


At present, there are 34! state-maintained (i.c., MDT maintained) rest areas on Montana 
highways, of which 14 are dual rest areas — that is, facilities are provided in the two directions 
of travel. This includes 18 located along Interstate routes (four single and 14 dual), as well as 16 
located along the non-Interstate National Highway System and primary state routes, leaving a 
total of 48 individual state-maintained rest area sites. A map of these sites is provided in Figure 
3-1 (page 29). 


The condition of these rest area sites varies significantly. Some rest areas are recently 
constructed (Anaconda) while others are older and in need of repair (e.g., Raynolds Pass). One 
of the important issues faced by many existing sites is the condition of the well and septic 
systems. Systems at many sites are overwhelmed because current use has exceeded the design. 
In addition, there has been an evolution toward more stringent requirements for the design or 
rehabilitation of such systems by the Montana Department of Environmental Quality. These 
issues are directly related to the number of vehicles and patrons visiting a rest area each day. 
Finally, accurate information related to usage is essential to support MDT asset management 
processes, which require quality data for extended periods of time. The availability of such data 
will allow MDT to predict and track the expected life of rest area facilities. 


Several sites are slated for closure, replacement, or rehabilitation, and new facilities have been 
programmed for construction at a future date. Crucial to sites that will remain open or be 
constructed is an understanding of the traffic (vehicle and patron) that they receive and the 
resulting impact on facilities (water use, wastewater generation, parking needs, etc.). 
Accordingly, obtaining such usage data from all state-maintained sites and developing guidance 
related to its use for future planning and design purposes is essential to ensuring the continued 
provision of rest areas that meet the public’s need while achieving an optimum use of MDT’s 
financial resources. 


1.2. | Research Objectives 


The objectives of this project were threefold: to 1) obtain rest area usage data that could support 
various aspects of rest area planning, design, and operations in the future; 2) process, manipulate, 
and compile data in a format that can be used by MDT in general activities and by the 
researchers for analysis in subsequent project activities, and 3) develop rest area usage 
guidelines, including recommended procedures that could be used in predicting rest area usage in 
the state of Montana. In completing objective 1), four separate types of data were collected 
during the course of this project: traffic data, dwell time data, water usage data, and patron/door 
count data. Recommended procedures to estimate traffic/parking demand using factors were 
developed from observed vehicle and patron count data. Estimated wastewater generation 
factors were developed based on recorded data for entering patron traffic. 


' For the purposes of this report, the figure of 34 rest areas will be cited. The reader should note that some of these 
sites are dual, i.e., a separate building is present on both sides of the highway. Therefore there are a total of 48 rest 
area buildings at 34 rest area locations. 
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1.3. Report Overview 


This report is organized in five chapters. Chapter 1 presents an introduction to the report 
including the objectives and purpose of this research project as well as a brief summary of the 
current state of Montana’s rest area program. Chapter 2 includes a literature and practice review. 
It provides a summary of previous research on rest areas conducted to date as well as an 
overview of the current national state-of-the-practice in regards to rest area usage. Further, 
Chapter 2 presents the results of a survey conducted with rest area planners from several other 
state Departments of Transportation (DOTs). Chapter 3 contains details on the data collection 
phase of this project for each type of data including procedures, methodologies, challenges, and 
general results. Chapter 4 presents the results of data analysis efforts including summary 
statistics and statistical analyses of the data collected and analyzed by data type. Chapter 5 
offers recommendations on Montana rest area usage estimation, including vehicular and patron 
traffic as well as vehicular dwell time and wastewater usage estimation. 
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2. LITERATURE AND PRACTICE REVIEW 


This chapter reviews rest area literature related to usage and estimation, traffic demand, and 
other relevant topics. Additionally, it presents a summary of the practices employed in Montana, 
as well as other states (identified in conjunction with MDT staff) regarding rest area planning 
and design. T his portion of the work was accomplished through a personal survey of 
practitioners. 


2.1. Literature Review 


The following sections summarize literature related to various aspects of rest areas, with a 
specific focus on design and planning issues. This previous research includes work related to 
vehicular and patron usage estimation, as well as wastewater treatment (including discussion of 
typical systems employed and their effectiveness). In addition to an examination of design 
aspects, additional rest area-related research is covered. This includes work estimating accident 
reduction rates due to the presence of rest areas, as well as analysis of the possibility of allowing 
commercial activities at rest areas. These additional topics are presented to educate the reader 
more fully on additional aspects of rest areas that are being considered in different states. 


2.1.1. Rest Area Usage 
American Association of State Highway and Transportation Officials (AASHTO) 


Many states including Montana consult the AASHTO publication “A Guide for the Development 
of Rest Areas on Major Arterials and Freeways” (AASHTO, 2001) for rest area design guidance. 
The section of this document that is of particular interest to this research is the estimated 
percentages of mainline traffic stopping at rest areas. According to the guide, 12 to 15 percent of 
traffic passing welcome centers stop, 8 to 13 percent of vehicles along recreational routes stop at 
rest areas, while 5.5 to 9 percent along broader use routes stop at rest areas. Recommended 
spacing for rest areas is 60 miles or one hour of driving time. The figures used in this document 
are based on approximate national usage rates for rest areas on arterial and freeway facilities. 


AASHTO also provides equations for determining the required number of trash receptacles, 
parking spaces, restroom stalls, as well as many other site amenities within this guidance 
document. The guide cites the Minnesota, Virginia, and Washington State DOT’s as sources for 
these equations. One equation of interest in this research is the number of car parking spaces Ng, 
which is given as: 


ADT * P* DH *D,* PF *VHS 4 


N= 
60 


Where: 


e ADT = Average Daily Traffic 
e P=proportion of mainline traffic stopping, multiplied by the ratio of DSL/BSL 
o DSL = design section length, the length of a chosen study section 


* Note: The equation is the same for truck parking except replace De with Dt, the proportion of 
trucks using the highway facility. 
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Oo BSL=base section length, the base length proposed by the AASHTO guide (60 


miles or 100 km) 


e DH = design hourly factor (DHV/ADT) 
Oo DHV = Design Hour Volume 
e D,.= proportion of cars using facility, assumed 0.75 


e PF=peak factor, ratio of average day usage during the 5 peak summer months compared 
with average over the entire year, assumed 1.8 


e VHS= average dwell time, 15 minutes for cars and 20 minutes for trucks 


The AASHTO guide provides tables of various values for the parameters included in this 
equation. This includes the ratio of Design Hour Volume (DHV) to Average Daily Traffic 
(ADT) presented in Table 2-1. Ranges of assumed values for the composition of the mainline 
traffic stream are presented in Table 2-2. Values for the percent of mainline traffic stopping are 
presented in Table 2-3. Finally, values for dwell times based on vehicle type are presented in 


Table 2-4. 
Table 2-1: Design Hourly Volume Default Values 
Vehicle type | ADT < 12,500 | ADT > 1,500 
Car 0.15 0.15 
Truck 0.15 0.10 
Table 2-2: Mainline Traffic Composition Default Values 
Vehicle Type Percent of total mainline 
traffic 
Car 75 to 89 
Cars with trailerand RV _ | 4to9 
Commercial trucks 7 to 16 
Table 2-3: Percent Mainline Traffic Stopping 
Vehicle Type Location Percent Stopping 
Cars Near commercial area 9% 
Cars Typical rural route 12% 
Cars Info and Welcome centers 9 to 15% 
Cars with trailer and RV N/A 9 to 15% 
Commercial Trucks N/A 9 to 15% 


Table 2-4: Expected Dwell Times and Factors 


Parking Spaces Assumed dwell time | Factor 
Cars 15 minutes 0.45 
Cars w/ trailer 15 minutes 0.45 
Trucks 20 minutes 0.60 


The car and truck parking equation is of interest for a few reasons. 


First, it incorporates 


information related to the proportion of mainline traffic entering a facility (and the proportion of 
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that stream which are passenger vehicles). Each of these aspects was measured, as described in 
later chapters of this report, to facilitate analysis activities. In the case of the equation above, the 
proportion of passenger vehicles takes on an assumed value, whose source is not cited. The use 
of such an assumed value is likely to be of concern to many transportation agencies, as it may 
not accurately reflect local traffic conditions. Additionally, the source of the values employed 
for passenger and heavy vehicle dwell times are also not indicated. Based in part on the 
inclusion of such an assumption, dwell times at a sampling of sites are examined and discussed 
in a later chapter of this report. 


The guide notes that the size and spacing of rest areas are inversely proportional. The closer the 
rest areas are spaced, the smaller the facility may be. AASHTO recommends that smaller, 
closely-spaced rest areas should be used for scenic routes, while larger, widely-spaced rest areas 
should be used on interstates, freeways and high-use commuter facilities. 


AASHTO recommends that new rest areas be designed for a future Average Annual Daily 
Traffic (AADT) of 20 years from the expected completion of construction. The manual also 
suggests that an agency should conduct annual user surveys to determine the satisfaction of the 
rest area users. These were indicated as being helpful in determining what improvements should 
be implemented at existing sites, as well as included in future designs. 


The Transportation Research Board (TRB) 


The National Cooperative Highway Research Program (NCHRP) of the Transportation Research 
Board published Report # 324 (King, 1989) which examined a number of different aspects of rest 
areas. These included entering traffic trends, user profiles, dwell time observations, and current 
practices (number, spacing, facilities offered) employed by states. Much of the information 
presented by this report was compiled through on-site personal surveys of rest area users at 13 
rest areas in 5 states, as well as telephone surveys. 


The field data collected on-site at the 13 rest areas was used to estimate models for predicting the 
percentage (P) of mainline traffic that would use a rest area based on the distance between rest 
areas. Observations indicated that entering traffic ranged between 5.5 and 17.7 percent of 
mainline traffic, with an average entry of 10.3 percent. Linear regression analysis was employed 
to produce an equation estimating traffic entering a rest area from the mainline that was 
dependent only on the design section length (DSL). The equations developed were as follows: 


e P=0.023 + 0.0027(DSL) when DSL < 30 miles 
e P=0.062 + 0.0019(DSL) when DSL > 30 miles 


Traffic data readily available from 43 rest areas in six states indicated that this equation typically 
underestimated the percentage of mainline traffic stopping at the rest area. Consequently, an 
additional equation of the form P = 0.02 +0.0029DSL was developed based on this supplemental 
data. A non-linear equation was also developed from this supplemental data, which was of the 
form P = 0.007(DSL**’), 


The research notes that models that fit the data better could have been developed using other 
variables such as traffic volume and composition, but a lack of data rendered these coefficients 
not statistically significant. The lack of data stemmed from collection activities occurring during 
different time periods; while the rest areas studied were generally not spaced very far apart (only 
two were spaced further than 50 miles). 
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User surveys found that the primary reason for stopping was either to rest or to use the restroom. 
Drivers making trips longer than 100 miles were more likely to use a rest area during a trip. A 
large decrease in use during the winter months was also found by the surveys. The report found 
a large variability in the percent of out-of-state rest area users. The surveys also produced 
demographic data of rest area users. Vehicles were occupied by an average of 2.2 people. About 
one-third was single-occupant vehicles (SOV). The average age of users was 42. Respondents 
indicated that they traveled an average of two hours or 130 miles between stops. 


Similar to AASHTO’s rest area guide, NCHRP 324 provided default values to use for mainline 
traffic existing interstates to use a rest area based on data collected during the course of the 
research. This information was intended to be applied when historical data was unavailable to an 
agency. This information is presented in Table 2-5. 


Table 2-5: Proportions of Mainline Traffic Entering Rest Areas 


Distance between rest areas (D) | Proportion (P) 
D < 20 miles 0.06 

20 miles < D < 50 miles 0.003 * distance 
D> 50 miles 0.15 


For staffed welcome centers, the calculated value of the percentage entering the rest area is 
increased by 0.05. These values need to be adjusted for non-interstate facilities, primarily rural 
highways depending on whether they are recreational routes. The equations developed to 
accomplish this adjustment were as follows: 


e P=0.67 * P (for interstate facilities on recreational routes) 


e P=0.50 * P (for interstate facilities on non-recreational routes). 
Where: 
P = proportion of passing traffic 


When no historical data or other basis of estimation is available, the report presents alternative 
values as rough estimates for the percent of mainline traffic entering the rest area. This guidance 
is based on percentages of entering traffic by vehicle type. These estimates were also provided 
and are presented in Table 2-6. 


Table 2-6: Percent Entering Rest Area by Vehicle Type 


Vehicle Type Percent Entering 
All traffic 12% 

Passenger cars (PC) 10 

Commercial trucks 15% 

Recreational vehicle (RV) | 20% 


Dwell time data were also observed during on-site rest area visits. Field observations indicated 
that the mean dwell time at rest areas was 11.4 minutes, with a standard deviation of 12.87 
minutes, a minimum duration of 1 minute and a maximum duration of 3 hours and 31 minutes. 
When the field data were disaggregated by vehicle class, it was found that cars spent an average 
of 11 minutes in the rest area, commercial vehicles 12.1 minutes, and recreational vehicles (RVs) 
19.5 minutes. 
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The World Bank 


The World Bank Transport and Urban Development Department (Yokota, 2004) summarized 
work completed in Japan, Kenya, and China on traffic counts and vehicle occupancy at rest 
areas. Their analysis found the percent of mainline traffic stopping as ranging between 5 and 20 
percent based on the site and country. For example, if the site had special features such as a 
weigh station, 20 pe rcent of mainline traffic was observed to stop. Additionally, vehicle 
occupancies were recorded, with results indicating passenger vehicles had an average occupancy 
of 2 persons, mini-busses 10 persons, large busses 30 persons, and commercial vehicles | person. 


New England Transportation Consortium 


Garder and Bonosetto (2002) quantified roadside rest area usage in New England. This work, 
while primarily focusing ons urveying rest area patrons, did discuss percentages of traffic 
visiting rest areas in New Hampshire, Vermont, Massachusetts and Maine. Additionally, the 
authors developed models to estimate passenger vehicle parking requirements in the New 
England area. Different models were developed based on the mainline AADT, the type of rest 
area (i.e. typical rest area, welcome center, etc.), and the distance to the nearest adjacent rest 
area. The models of parking requirements were as follows: 


e 0.002 * AADT (for rest areas within 30 miles of another rest area) 
e 0.003 * AADT (for rest areas further than 30 miles of another rest area) 
e 0.006 * AADT (for isolated Welcome/Tourist Information Centers) 


The New England report also presented results from a study conducted by the New Hampshire 
DOT from 1995-1998 at four rest areas. The results presented in this report provided the average 
percentage of mainline traffic using the rest areas. Depending onthe site, the percentage of 
mainline traffic entering a rest area ranged between 3.2 percent and 9.1 percent (Garder and 
Bosonetto, 2002). 


Colorado Department of Transportation 


A Colorado DOT report by the Rest Area Task Force Committee (1997) looked at the condition 
of the state’s rest areas (CDOT, 1997). The team looked at the current conditions as well as how 
to determine when renovations or reconstruction were necessary. A ranking system was 
developed based on the qualities of the rest areas that were most important to users, as well as 
which rest areas were most in need of improvement. The criteria employed were as follows: 


e Spacing interval — spacing was between 35 and 60 miles to previous and next rest area 
e Proximity of competing service — rest areas were located between gas stations or 


restaurants 

e Transportation system servicing —the functional class of the highway served by the rest 
area 

e Accessibility/proximity — was the rest area clearly visible from the highway and well 
marked by signage 


e Visual appeal — the aesthetic appeal of the rest area 

e Combined use — was the rest area combined with a welcome center, park, truck weigh 
station, etc. 

e Parking capacity — adequate parking is provided and within reasonable walking distance 
from the facility 
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e Building and utility service system — the building’s size, layout, and utilities meet the 
needs of the users; the building and utilities were easily maintained and/or repaired 

e Truck accommodations —reasonable parking available for truck drivers who stay 
overnight 

e Additional services — picnic tables, tourist information, pet walk areas, vending 
machines, etc. are provided. 


The results of the weighing procedure indicated the most important criteria were: building and 
utilities service system, visual appeal, and parking capacity. Parking was based solely on a set 
AADT category related to the 2015 projections, with results presented in Table 2-7. 


Table 2-7: Colorado Parking Design Table 


AADT Category | 2015 AADT Auto Spaces_| Truck/RV Spaces 
1 0 - 7,000 20 10 
2 7,000 - 20,000 | 40 15 
3 20,000+ 50 25 


Connecticut Department of Transportation 


In addition to discussions of rest area entering volumes and parking requirements, two studies 
specifically examined heavy vehicle parking at rest areas. A Connecticut DOT study on their 
rest areas in 2001 estimated that the state’s demand for truck parking was approximately 1,600 
spaces (Goods Movement Planning, 2001). At the time of the study, Connecticut rest areas only 
provided 345 heavy vehicle spaces statewide, indicating a need for the inclusion of additional 
spaces at rest areas or greater reliance on parking at private truck stops. A study by Garber and 
Wang (2003) of truck parking in the state of Virginia found that statewide, about 80% of the 
available truck parking was provided by private truck stops. Two linear regression models were 
developed to estimate the accumulation of trucks parking at a given rest stop by interstate. 
While these models are not presented here as they focus on an aspect of rest area use that differs 
from that being studied by the present research, they were found to be fairly accurate in 
predicting accumulation of trucks parking at interstate rest areas. 


Louisiana Department of Transportation and Development 


The most recent work with respect to traffic counts was performed in 2002-2003 for the 
Louisiana DOT (Griffin and Yan, 2003). Traffic count data were collected at four sites (three 
combination rest area/welcome centers and one stand-alone rest area) in different locations 
throughout the state. Data were collected using side firing radar installations mounted on light 
poles near the entrance or exit ramps of each rest area in a manner which captured both rest area 
traffic, as well as mainline traffic. 


Only basic analysis of the traffic count data were performed, with no attempts made to develop 
models that explained rest area usage or predicted mainline entering traffic volumes. Rather, 
only the percentage of vehicles entering each rest area from the mainline traffic stream was 
determined. The percentage of vehicles stopping at arest area varied dramatically from 2 
percent to 20 percent, depending on the site. The researchers indicated that the site with 2 
percent of vehicles stopping may have been the result of the majority of traffic on that route 
being local/commuter in nature. Aside from this general traffic analysis, the rest of the work 
performed by this project focused on w ater usage and wastewater generation, which are 
discussed in later sections of this chapter. 
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Minnesota Department of Transportation 


Adams and Reierson (1981) discussed the planning, location and design of rest areas based on 
work completed in Minnesota. Their discussion included the presentation of equations used at 
that time to determine the number of parking stalls required during the peak hour. To determine 
parking needs, a multi-step process was employed: 


1. Compute Design Hour factor (DH) 
DH = (DHV/ADT) 
Where 
DHV = Design Hour Volume (projected for a 20-year design period) 
ADT = Average Daily Traffic (projected for a 20-year design period) 
2. Adjusted vehicle stopping percentage (P) 
P = Percent mainline stopping * (DSL/BSL) 
Where: 
Percent mainline stopping = the percentage of traffic expected to stop at the rest 
area (based on surveys of rest area users) 
DSL = Design section length, route segments that correspond to logical breaks on 
a route 
BSL = Base section lengths, the desired spacing interval of rest areas (ex. 50 
miles) 
3. Calculate required parking spaces for passenger vehicles and commercial vehicles 
N. = (ADT * P * DH * D, * PF)/VHS 
Where: 
N, = number of passenger vehicle stalls required 
ADT = Average Daily Traffic (projected for a 20-year design period) 
P = Adjusted vehicle stopping percentage 
DH = Design Hour factor 
D, = distribution of parking stalls to cars (as percentage), based on observations 
and surveys from other sites 
PF = Peak factor, a factor that accounts for the highest use month 
VHS = vehicles per hour per parking stall, based on observations 


This work further recommended that a spacing interval of 50 miles (80 km) be employed, based 
on the fact that this represented approximately one hour’s travel time at the prevailing national 
speed limit of the time (55 mph). 


Nebraska Department of Roads 


In addition to the work already discussed, two additional studies focused solely on dwell time at 
rest areas. A study by the Nebraska Department of Roads reported the mean time spent in rest 
areas by vehicle class (NDOR, 1987). Passenger vehicles showed a mean dwell time of 15.5 
minutes, commercial vehicles 30.4 minutes, and RVs 23.6 minutes. A study in the state of 
Michigan presented seasonal differences in dwell times between passenger and commercial 
vehicles for six rest areas (Twardzik and Haskell, 1985). Passenger vehicles had a mean dwell 
time of 6.7 minutes in the winter and 10.1 minutes in the summer, while commercial vehicles 
displayed dwell times of 12.6 minutes in the winter and 14.6 minutes in the summer. 
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Oregon State Highway Department 


The Rest Area Use Study Procedure Guide (ODOT, 1960) was developed primarily by the 
Oregon State Highway Department. It provided specific instructions on how to assess rest area 
usage and condition. It also gave examples of forms to be used in data collection as well as 
guidelines on how to perform this collection and what information was needed. P ersonal 
observations and user surveys were recommended for field collection. Road tube traffic counters 
were recommended for installation at the entrance of a rest area as well as the mainline highway 
upstream of the rest area to obtain data on the percentage of mainline vehicles entering the rest 
area. 


Vermont Agency of Transportation 


Byrne (1991) studied the usage of three rest areas in Vermont in 1989. Hourly entering traffic 
volume data was collected from mid-May to the end of October. At the same time, permanent 
counting stations near each rest area provided directional hourly volumes of traffic on t he 
mainline, allowing percentages of entering traffic and peaking characteristics to be determined. 
Results determined that the percent of vehicles entering the study sites from the mainline ranged 
from 7.7 percent to 14.4 percent depending on the day and month being examined. At the site 
producing the average of 14.4 percent entering traffic, the daily and monthly variations were 
shown to be rather small; the greatest difference found was approximately four percent on 
Thursdays. 


Linear regression models were developed in an attempt to produce prediction equations for 
several sets of possible variables. Equations were initially of the form y = a + bx, with the value 
of a for each model tested to see if it was significantly different from zero. In most cases, this 
was found to not be true, therefore the model was changed to have the following form: y = bx. 
Models were developed using five combinations of rest area and mainline peak hour and daily 
traffic volumes, with separate models developed for each individual rest area. 


The coefficients and R square values of the models developed varied widely due to the different 
variables employed in their development. The models developed using the rest area peak hour 
volume as the dependent variable and mainline volume at the same rest area during the peak hour 
as the independent variable produced R square values ranging from between 0.52 to 0.76 (a 
value of 1.0 indicates a direct relationship between the independent and dependent variables). 
The models developed using the rest area daily volume as the dependent variable and the daily 
mainline volume as the independent variable, produced R squares value ranging between 0.33 
and 0.91. T his would seem to indicate that for at least one site, there was a significant 
relationship between the daily traffic volume entering the rest area and the daily mainline traffic 
volume passing the site. However, the author does not discuss why this site may have produced 
a better model result than others. 


Virginia Department of Transportation 


Perfater (1989) studied rest area usage at eleven combination rest area and welcome centers in 
Virginia. Specifically traffic counts and dwell times were recorded at the sites, and rest area 
usage surveys were distributed to patrons. Results showed an average of 12 percent of mainline 
passenger vehicles entered the rest area versus 23 percent of the mainline truck traffic. Heavy 
vehicle percentages varied greatly, ranging between 10 percent and 40.6 percent depending on 
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the site. Vehicle occupancy rates were observed during the course of data collection activities, 
and are presented in Table 2-8. 


Table 2-8: Vehicle Occupancy Rates 


Vehicle Rest Area Welcome Center 
Classification | Occupancy Rate | Occupancy Rate 
Passenger car_ | 1.80 1.90 
Light truck 1.25 1.30 
RV 2.05 240 
Motorcycle 1.20 1.30 


Dwell time results indicated that the average dwell time for a passenger vehicle was 9.1 minutes, 
while large vehicles remained at rest areas an average of 15 minutes. The author further noted 
that the average dwell time for passenger vehicles during the summer was approximately 10 
minutes. It is assumed that the data used to determine this summer average was also employed 
in determining the overall average for passenger vehicles, as no further specifics are provided. 


Washington State Department of Transportation 


Melton et al. (1989) conducted a study to update the state of Washington’s current practice on 
rest area design. Site visits were conducted at eight rest areas, while traffic counts were obtained 
for all rest areas in order to provide guidance on estimating the required number of parking stalls. 
Manual data collection spanned six hours at each site, collecting the following information in 15 
minute intervals: 

1. Number of vehicles entering 
Type of vehicle entering (car, truck, vehicle w/trailer, and recreational vehicle) 
Number of passengers in each vehicle 
Number of males/females entering restrooms 
Random recording of vehicle dwell time 


wR wh 


Based on the data collected, it was found that the proportion of traffic entering rest areas on 
average days varied between 6 and 21.5 percent. During peak periods, this figure ranged 
between 7.5 and 44 percent. 


This work also developed guidelines for parking demand based on designs to meet the needs of 
85% of the peak hour parking demand. The step-by-step process developed by this work first 
determined future average daily traffic (ADT) from traffic counter data and then multiplied the 
ADT by percentages of vehicles observed entering rest areas. Percentages ranged from 5 to 12 
percent depending on the location of the rest area. This produced the number of vehicles per day 
entering the rest area. This average was then multiplied by 2 to 4 percent to obtain peak parking 
demand. Again, the value employed depended on the location and type of rest area. A rest area 
near a town was viewed to serve more commuters, which give a higher parking turnover rate; 
therefore the percentage employed was 2 percent. A rest area on a recreational route served a 
different traffic mix which gave a lower parking turnover rate; therefore the percentage 
employed was closer to 4%. 
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2.1.2. Water and Wastewater 
American Association of State Highway and Transportation Officials (AASHTO) 


In addition to traffic-related guidance, the AASHTO rest area guide presents information with 
respect to water usage at rest area sites (AASHTO, 2001). The guide recommends that restroom 
facilities be split with 60% for women and 40% for men, based on the assumption that women 
will utilize the restroom for a longer duration. W ater usage is estimated using the following 
equation, with an assumed 13.25 liters (3.5 gallons) of water used per person: 


PHD = ADT *B* PF*P* UV *13.25 liters (or 3.5 gallons )+ employee flow 
Where: 


e PHD = Peak Hourly Demand 

e ADT = Average Daily Traffic 

e B=ratio of design hourly volume to ADT (assumed as 0.15) 

e PF = Peak Factor, the ratio of the average day used during the five summer 
months of peak usage compared with the average day usage over the entire year 
(assumed as 1.8) 

e P=total percent of traffic stopping at the rest area 

e UV=restroom users per vehicle (assumed as 1.3) 

e Employee flow = water required by maintenance employee (i.e. cleaning) 


Based on the results of this equation, an agency would have an estimate of the water needs for a 
rest area. Additionally, while wastewater considerations are not discussed by the AASHTO 
guide, one may employ the assumption that the water being used at the rest area (i.e. clean water 
going in) is approximately equal to the wastewater being generated at the site (dirty water going 
out). This assumption may then be employed in other design aspects, such as the design of 
septic fields (when city sewer connections are not available). 


Federal Highway Administration (F HWA) 


Gregory et al (1977) discussed the wastewater treatment practices at rest areas. The research 
team made field visits to rest areas in 21 states. They found that at that time, most rest area 
wastewater treatment was done in a similar manner to that of the average domestic wastewater 
treatment. The researchers also found that the criteria used in designing these facilities varied 
greatly from state to state. The hydraulic loading rates ranged from 10.2 to 22.7 L (2.7 to 6.0 
gal) per person per day and an organic bio-chemical oxygen demand (BODs) loading ranged 
from 2.7 to 9.1 g (0.006 to 0.02 Ib) per person per day. It was also found that because of the lack 
of adequate design criteria, most systems have been overdesigned. The researchers cite that 
references in their research estimated these ranges as 16.1 to 21.8 L per vehicle per day and 125 
to 200 mg/L for BODs. 


Louisiana Department of Transportation 


Griffin and Yan (2003) examined water usage and wastewater generation in their work for the 
Louisiana DOT. Water data was collected using water meters connected to a data logging 
device. Waste generation data was also collected using ultrasonic sensors. The data established 
that water usage could be an effective measure of estimating wastewater production, as most of 
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the water/waste ratios found in this study were close to 1.0( mean = 1.4). The amount of 
wastewater produced per vehicle varied from 3.0 gallons/vehicle to 7.3 gallons/vehicle, 
depending on the site. 


Michigan Department of Transportation 


Erickson et al. (1981) briefly discussed wastewater treatment at rest areas in the state of 
Michigan. The two types of systems studied were septic tank systems and lagoon systems. 
These were then broken down into further subtypes: septic tanks with tile fields, septic tanks 
with leaching pits, septic tanks with sand-filters with overland flow evapotranspiration, lagoons 
with seepage beds or lagoons with overland flow evapotranspiration. The stated advantage of a 
lagoon system versus a septic tank was that lagoons provided storage during the winter season 
when land-treatment systems would not operate as well. 


Each of these systems was evaluated by sampling the wastewater before and after treatment, the 
soil at various depths, and the water table around the area of the wastewater treatment facility. 
Results of the tests are presented in Table 2-9 and Table 2-10, indicating the percent reduction of 
each pollutant tested for in each treatment system. 


Table 2-9: Septic Tank Efficiency 


OF-ET (%)* 
Pollutant Sand Filter (%) | 200 ft | 800 ft 
Biological Oxygen Demand _| 87 62 91 
Total Phosphorous 70 75 89 
Total Nitrogen 28 5 98 
Suspended Solids 83 N/A 62 
Fecal Coliforms 99 N/A 99 


* OF-ET = Overflow evapotranspiration 


Table 2-10: Lagoon Efficiency 


Pollutant Concentration (ppm) _| Reduction (%) 
Biological Oxygen Demand 20 96 

Total Organic Carbon a2et 48 

Inorganic Phosphate Phosphorus | 0.09 97 

Total Kjeldahl Nitrogen 1.9 97 

Ammonium Nitrogen 0.12 99 

Nitrate Nitrogen 0.45 0 

Total Nitrogen 235 94 

Water N/A 87 


Texas Department of Transportation 


Finally, Fowler, et al. (1989) discussed various plumbing and wastewater topics as part of their 
study on the required designs for rest areas in Texas. Of specific interest is a discussion of the 
unique waste disposal needs of recreational vehicles. While the research does not provide formal 
guidance, it does provide instructive information about the nature of the sewage held in 
recreational vehicle tanks. This type of sewage often contains cleaning solutions, and disposing 
it in rest area treatment systems (such as septic fields) overwhelms that system. As a 
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consequence, in many locales, it may be necessary to include a recreational vehicle treatment 
system separate from that of the system employed for the rest area facility. 


Washington State Department of Transportation 


As part of the study that Melton et al. (1989) conducted in the state of Washington, guidance was 
provided to help estimate water/wastewater use based on the estimated future traffic demand 
(Melton et al., 1989). The following equation was developed to calculate peak water demand: 


Gallons Used during Peak Hour = ADTseasonal * “centering * Occupancy * Youse * Gallons 
Where: 


© = ADT seasonal = The seasonal ADT for the site 

© Y“oentering = Percentage of vehicles entering rest area (estimated to be 5-12% based on 
previous data) 

e Occupancy = average vehicle occupancy (estimated to be 2 based on previous data) 

¢ %yse = Percentage of people using restroom (estimated to be 70% based on previous data) 

e Gallons = Gallons of water used per person (estimated to be 3.5 based on previous data) 


2.1.3. Montana Rest Area Studies 


The Montana Rest Area Plan completed in December, 1999 (amended in May, 2004), provided 
recommendations for various aspects of rest area planning to employ in Montana as related to 
location and development, design, operations, maintenance, and other considerations (Blomquist 
et al, 1999 and Blomquist and Carson, 2002). Much of this guidance was adapted from 
AASHTO’s rest area guide, with Montana-specific recommendations developed for the various 
aspects covered. 


As part of the update of the rest area plan, a survey of Montana rest area users was conducted in 
2002. The survey contained four sections: rest area usage questions, travel-related questions, 
demographic questions, and opinion questions. R est area usage questions asked survey 
participants about their reasons for stopping and their familiarity with Montana rest areas. 
Opinion questions asked about the condition of the rest area, if there were enough amenities 
available, and whether the location was appropriate (spacing). Travel-related questions included 
length of trip, type of vehicle driven (passenger vehicle vs. heavy vehicle), how many people 
were traveling, and the purpose of the trip. The demographic questions asked about age, gender, 
marital status, residence, previous education, and income. Surveys were conducted at 16 of the 
state’s rest areas over the course of two days at each site. In total, 2000 surveys were distributed, 
with 1053 responses given, equating to a 53% response rate. 


Notable results of the surveys relevant to the present research include: 61% of the users were 
out-of-state visitors, and 69% were traveling for recreation. Approximately 64% of respondents 
were making a trip longer than 1,000 miles. The average occupancy per vehicle was 2.73 
people. 


The most common qualitative rating of overall satisfaction with the rest area facility was “very 
good”. Most of the complaints were related to maintenance at the site. Many respondents 
indicated more rest areas were needed in the state. 
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2.1.4. Additional Research 


While traffic-related and water/wastewater aspects of rest area literature were the primary focus 
of this review, the research team identified additional information of interest during the course of 
this work. The following sections provide an overview of past work related to various aspects of 
rest areas which may be of interest to the reader. 


2.1.4.1. Crash Reduction 


NCHRP Report #324 examined the estimation of the reduction of accidents due to the presence 
of rest areas (King, 1989). A traffic accident rate (TAR) was used to measure the impact of rest 
areas on accident reduction. The work estimated that 10 percent of all highway accidents 
involved a fatigued driver. These figures did not account for fatal crashes, nor was the basis for 
this estimation provided. 


Based on parametric equations developed to estimate reduction in TAR (not provided here for 
brevity), an approximated proportion of fatigued drivers and reduction in proportion of fatigued 
drivers due to the presence of a rest area was developed. Results indicated that reductions of up 
to 40 percent in accident rates were possible when rest areas were available. Of course, this 
reduction is premised on rest areas being available in the correct locations to address such 
accidents, which is not entirely possible. 


A study by Taylor and Sung (2000) modeled the effect rest areas have on fatigue-related crashes 
on rural freeways in the state of Michigan using truck crash data collected from 1994-1997. Due 
to the lack of information on fatigue-related crashes, single vehicle truck crashes were used as a 
surrogate for fatigue-related crashes. A relationship between single vehicle crashes involving 
heavy trucks and rest area spacing was developed, with heavy truck crashes also related to the 
time of day. 


Results indicated a much higher probability of single vehicle truck crashes between midnight and 
8 a.m., indicating that fatigue may be a strong factor in such crashes. Further linkages to the 
fatigue factor came from the finding that the probability of a single vehicle truck crash occurring 
on arural freeway segment increased when the distance from the previous rest area exceeded 30 
miles. 


2.1.4.2. Commercialization 


Some states have examined the possibility of transferring ownership and operation of rest areas 
from state agencies to private enterprises. The impetus for this transition stems from a lack of 
federal funding toward rest area programs, limiting their expansion. This limitation would 
conceivably be addressed by allowing businesses such as gas stations and fast-food restaurants to 
occupy rest area locations, with those enterprises paying afee to the state for conducting 
business on state-owned right-of-way. 


Gattis and Tooley (1997) surveyed businesses that were currently or would potentially 
participate in a commercialized rest area program (primarily gas station and fast-food 
restaurants). At that time, it was illegal to have private business at a rest area except in the case 
of turnpikes or toll roads nationwide. This was predicated on 23 U.S.C. s.111 and 23 CFR 
s.752.5. This is still active governance, except where states have been grandfathered-in, have 
been accepted into the Interstate Oasis Program, and/or have successfully petitioned for an 
exception. The authors pointed to the success privately-owned rest areas on turnpikes and toll 
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roads have had, including generating revenue for the state. Surveys indicated that typical 
practice was that at least one business at a rest area was open 24 hours a day, with food and fuel 
providers being the most common businesses present at commercialized sites. Minimum traffic 
volumes based on the proximity of competition, traffic volume composition (local versus long- 
distance) and prices all factor in to the potential success of acommercialized rest area. The 
authors concluded that careful attention to contract details was necessary when implementing a 
commercial rest area strategy. 


2.2. Practice Survey of Selected States 


As previously discussed, MDT and most other states use the AASHTO Guide for Development 
of Rest Areas on Major Arterials and Freeways to design and reconstruct rest areas. However, 
MDT rest area planners were interested in learning the exact processes and procedures employed 
by their counterparts in other states, which could potentially differ in some respects from the 
AASHTO guidance. Consequently, a survey was conducted with seven states regarding current 
rest area planning and design practices including: Montana (to record a baseline practice), Utah, 
Idaho, Washington, Wyoming, South Dakota, and Texas. Surveys were conducted by both 
telephone, as well as email questionnaire based on the preference and availability of the 
respondent. A dditionally, rest area planning documents were reviewed, when available, for 
additional information of interest. Survey questions focused on aspects such as rest area facility 
sizing (building and parking) and spacing, preferred wastewater treatment systems, typical 
amenities provided, approaches to condition rating indices and reviewing cycles, and current 
funding sources, including partnerships. 


2.2.1. Montana Practice 


Currently the Montana Department of Transportation (MDT) is engaged in an asset management 
planning approach to managing rest area projects, including new construction, reconstruction and 
rehabilitation. The importance of such an approach is to conserve limited financial resources 
while sustaining and improving an aging infrastructure asset. The asset management approach 
provides MDT with a process to advance projects, in order of priority, matched to a dedicated 
funding source for efficient delivery and improved service to the travelling public. 


For rest areas, the asset management process began with a statewide facility condition inventory 
in 2008 to determine a baseline condition for each rest area. This baseline condition list aided in 
the generation of a prioritized list of rest area work, absent of geographic boundaries within the 
state. The inventory was followed by partnership meetings to process the information and reach 
a project prioritization consensus. These meetings involved representatives from MDT 
Construction Engineering, Consultant Design, Maintenance Facilities Bureau, District 
Administration, District Maintenance, Planning, Motor Carrier Services, the Director’s Office, 
and the Federal Highway Administration’s Montana office. The meetings aided in resolution of 
the list of prioritized projects and work types, resource allocation, project management, and 
established a process for advancing rest area projects in a timely, cost-effective manner 
according to proven asset management strategies. Upon full agreement on the list of projects, 
priorities and delivery methodology by the partnership committee, the MDT Director granted 
approval, followed by the Transportation Commission. 


The on-going asset strategy is managed by committee, consisting of active representation from 
MDT Construction Engineering, Consultant Design, Facilities, Planning, and the FHWA’s 
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Montana office. Rest area priorities and projects are continually evaluated for efficiency, with 
the goal of timely project delivery and improved public service. 


The AASHTO Guide for Development of Rest Areas on Major Arterials and Freeways 
(AASHTO, 2001) guide is currently the basis employed in Montana for estimation of facility 
size, number of restroom stalls, parking lot sizing, waste-water system capacity, water needs, and 
other factors. The Montana Rest Area Plan (Blomquist, et al., 1999) provides guidance on 
Montana rest area design. Current Montana design practice suggests rest areas should be spaced 
approximately one hour apart under desirable travel conditions. However, when selecting the 
location of a combined facility (i.e. port of entry or visitor information centers), the one hour 
spacing may be disregarded in order to place a facility at or near a state border or an intersection 
of multiple routes. 


Minimum requirements to be considered for a potential rest area site include adequate area 
(footprint), a good water source, access to electricity, sewage and septic system (or ability to 
develop such a system), distance to any nearby community, and availability of emergency 
services. Additional features considered in the selection process include: 


Potential environmental impacts 

Tourist attraction proximity 

Corridor geometry (horizontal and vertical alignment for access to rest area) 
Ease of right-of-way acquisition 

e Community acceptance 


To select potential sites, overhead photos and topographic maps are reviewed to create a strip 
map of potential site locations. Thorough on-site evaluations are then performed following 
guidelines outlined in the site-selection form. This form is available in the Montana Rest Area 
Plan (not presented here for brevity). 


The number of parking spaces required at a site is determined using the procedure outlined in the 
AASHTO guide. The process begins with the design year directional mainline AADT, which is 
converted to a design hourly volume (usually 10 to 15 percent of design ADT). With mainline 
traffic composition information, the number of vehicles per hour (vph) stopping at the rest area is 
determined depending on the location of the rest area and the amenities offered. Using average 
dwell times for each vehicle type estimated in the AASHTO guide (15 minutes for passenger 
vehicles and buses/RV’s, 20 minutes for commercial trucks), the number of each type of vehicle 
entering the rest area is multiplied by a factor to determine the necessary number of parking 
stalls. The AASHTO guide also suggests the appropriate number of picnic tables and waste 
receptacles based on the number of vehicles entering the rest area. All components of the rest 
facility need to be compliant with the Americans with Disabilities Act. 


Commercialized facilities at rest areas are currently prohibited by Montana state law. Federal 
law prohibits commercial activity at all rest areas located on interstate right-of-way with the 
exception of vending machines, for which proceeds go to Randolph Sheppard agencies (in 
Montana, these funds are provided to the State Association for the Blind). 


MDT prefers to use municipal water and sewage treatment whenever possible. This system is 
most commonly used in rest areas adjoined to city parks. When this is not possible, a self- 
contained system is required. The majority of current on-site sewage treatment systems in 
Montana are septic tanks with a drain field. 
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All MDT facilities are required to meet state and local building codes and follow the permitting 
process for source and waste-water systems. Local partners, counties, and other state and federal 
agencies are involved throughout any rest area project, as applicable. Two primary areas of 
review involve the Montana Department of Environmental Quality (MDEQ): 1) source water 
requirements and analysis and 2) waste-water treatment and non-degradation requirements and 
analysis. Design for source water and waste-water systems must go through Montana DEQ 
review and approval prior to installation. On-going review of existing systems is conducted by 
the Montana DEQ, which includes sampling, testing, and reporting. Three additional aspects of 
wastewater handling should be stressed: 


e MDT is subject to the clean water act and MDEQ wastewater system design and 
treatment regulations. 

e Recreational vehicle waste generation will not be handled at Montana rest areas due to 
operations and maintenance demands. 

e Waste systems must be pertinent to Montana’s climate and total daily flow waste 
generation (gallons per day). 


2.2.2. Practices of Survey States 


The following sections provide a summary of the practices employed in rest area design by Utah, 
Idaho, Washington, Wyoming, South Dakota, and Texas. Inquiries were made with each state 
regarding the approaches employed in sizing and spacing rest areas, design of wastewater 
systems, and whether condition indices were developed. A high-level summary of information 
related to each of these topics is provided by Table 2-11. Additional details of interest provided 
by each state are presented in the following sections. Some states provided more information 
than others regarding different aspects of their rest areas. 


Table 2-11: State Practices for Rest Area Design 


State Sizing by | Spacing | Wastewater Treatment | Condition 
AASHTO by System Indices 
AASHTO Developed 
Idaho Yes Yes Lagoon pond No 
Leech field 
South Yes Yes Lagoon pond Yes 
Dakota 
Texas No! Yes Lagoon pond Yes 
Septic tank 
Utah Yes Yes Septic systems Yes 
Lagoon ponds 
Washington Yes Yes STEP systems Yes 
Septic system 
Non-discharging lagoon 
Wyoming Yes Yes Septic system Yes 
Leech field 


In sizing rest area facilities, TxDOT does not use the AASHTO guidelines as they have been 
deemed too conservative. Texas employs a standard of approximately 28 truck parking spaces and 
18 passenger vehicle spaces per rest area. These are altered as needed. 
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2.2.2.1. Idaho 


Information related to rest area practices in the state of Idaho was provided by Brent Jennings of 
the Idaho Department of Transportation (ITD). ITD’s rest area program consists of three major 
categories of rest areas: 


e Gateway — these are essentially port-of-entry sites at the entrances into the state. 

e Deluxe — an intermediate level in which full services are provided 

e Basic Plus — the lowest level for lesser traffic areas in which basic amenities are provided 
i.e. potable water, flush toilets, and picnic tables. 


The amenities provided by ITD depend on the type of facility, but include the items found at 
most rest areas (parking, restrooms, etc.). Rest area funding primarily comes from the federal 
government via FHWA. In the State Transportation Improvement Plan (STIP), five million 
dollars a year is set aside specifically to the safety rest area program, cut recently from ten 
million dollars. In addition to these funding sources, one rest area in the state is considered an 
oasis, and receives separate federal funding under as pecial program. S everal partnership 
opportunities are currently being pursued by the agency to further cover the expenditures 
associated with rest areas. 


2.2.2.2. South Dakota 


Information related to rest area practices in the state of South Dakota was provided by state 
highway engineer Mike Behm of the South Dakota Department of Transportation (SDDOT). 
SDDOT measures and tracks elements within the rest area facility utilizing building software to 
identify treatment, alteration, and modification triggers. Once triggered these elements are 
reviewed by staff for final recommendations on how they should be addressed. 


Amenities provided at South Dakota rest areas include separate parking for passenger vehicles 
and large trucks, picnic shelters, kiosks, walking paths, pet walking areas, restrooms, drinking 
fountains, telephones, and tourism brochures (maps, tourist sites, etc.). Tourism staff is present 
during summer months to provide travel assistance. 


Rest areas in South Dakota are typically built using federal funds, with a state match. Other state 
agencies may participate in the funding process if elements of the rest area benefit their mission. 
South Dakota currently does not have any public or private partnerships for any of its rest area 
facilities. However, in certain circumstances, other neighboring states may participate in funding 
if the facility benefits them, such as port of entry facilities. 


2.2.2.3. Texas 


Information related to rest area practices in the state of Texas was provided by Safety Rest Area 
Program Manager Andy Keith of the Texas Department of Transportation (TxDOT). Rest area 
amenities in Texas include two sets of restrooms for each gender, with five to six fixtures in 
each. Buildings typically have lobby areas containing interpretive exhibits showing local 
geographic and historical information about the area around the rest area facility. All of Texas’ 
rest areas provide free wireless internet. 


All rest area maintenance is contracted out to private contractors. TxDOT uses condition ratings 
as incentives for the maintenance companies to maintain the rest area in a satisfactory manner. 
A maintenance contractor may receive bonuses of up to 15 percent if the condition is determined 
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to be above a certain rating. Conversely, a maintenance contractor will be required to provide a 
refund to TxDOT if maintenance at a site is deemed unacceptable. 


Funds for Texas’ rest area program come from Transportation Enhancement (TE) funding. A 
certain percentage of that funding is allocated specifically to rest area maintenance and 
construction. Projects qualify for Federal TE funds if they fall under at least one of 12 categories 
of transportation enhancement projects outlined by the FHWA (FHWA, 2010). 


2.2.2.4. Utah 


Information related to rest area practices in the state of Utah was provided by Utah Department 
of Transportation (UDOT) Facility Maintenance Manager Bill Juszcak, as well as the Utah 
Statewide Rest Area Plan (UDOT, 2007). At present, there are six different types of facilities in 
Utah’s rest area system. The different types and some basic features of each type are described 
below. 


e View Area - This is a basic area provided to take advantage of scenic viewing 
opportunities. These only provide basic amenities, i.e. parking and restrooms. 

e Rest Area - These facilities correspond to those defined by AASHTO in the rest area 
guide. Parking, restrooms, tables and benches, and basic traveler’s information are often 
provided at these sites. 

e Welcome Center - Similar to rest areas except more traveler information is provided. 

e Public/Private Partnership Rest Stop - Essentially a privately-owned rest area. The site 
provides the free services typically provided by a rest area 24 hours a day, 365 days a 
year, with some form of commercial business such as a gas station or restaurant also 
present. 

e Public/Public Facility - A rest area jointly owned by UDOT and some other public entity 
that provides services. This may include a rest area jointly owned by UDOT and the US 
Forest Service for example. 

e Port of Entry - Port of entry facilities include checkpoints for commercial vehicles. All 
commercial vehicles must stop at these sites and report required information, as well as 
be inspected, if necessary. 


The amenities provided by Utah at a rest area depend on the intended use of the site. In addition 
to the typical amenities (i.e. restrooms,), amenities that may be provided include vending 
machines, Wi-Fi internet access, and playgrounds. The condition of UDOT rest areas is rated, 
employing the following system: 

e Age: number of years since original construction, reconstruction, or major upgrade of the 

facility. 
e Conformance (Compliance) with current design standards: 0 = good; 0.5 = fair; 1 = poor. 
e Primary Structure Condition and Appearance: Interior and exterior elements of the 


building. Subjective rating during inventory: 1=very good 2=good 3=fair 4=poor 5=very 
poor. 
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e Overall Site Condition and Appearance: Everything else besides the primary structure. 
Subjective rating during inventory: 1=very good 2=good 3=fair 4=poor 5=very poor. 


Traditional federal funding comes from the Interstate Management (IM) program, the National 
Highway System (NHS), and the Surface Transportation Program. O ther non-traditional 
programs that are recognized as potentially providing federal funds to aid rest area 
construction/rehabilitation include Transportation Enhancement funds (TE) and the FHWA 
Interstate Oasis Program. The Interstate Oasis Program involves certain sites that can be 
commercialized with private business in order to alleviate the financial burdens associated with 
rest areas. 


2.2.2.5. Washington 


Information related to rest area practices in the state of Washington was provided by Maurice 
Perigo of the WSDOT Safety Rest Area program, as well as Washington’s Safety Rest Area 
Strategic Plan (WSDOT, 2008). The classification and amenities provided at a rest area depend 
on the type of rest area being designed for a site. Washington has developed four different 
classes of rest areas, designated as C-1 through C-4, with C-4 being the most basic and C-1 
including the greatest number of amenities. A list of the classes and amenities provided at safety 
rest areas is provided in Table 2-12. 


Table 2-12: Washington Rest Area Classifications and Amenities 


Class Designation | Site Features/Services WSDOT Sites 


e All Class 2 features 

24/7 Operation Travelers Information Center 
All Class 3 features 

Picnic Tables 

Drinking Water 

Vending Machines 

Paved Parking Areas 

Lighted Walkways 

Commercial Truck Parking 

RV Dump Stations (optional) 

All Class 4 features 

e Vault toilets 

Clings: C4 e ADA Accessible Passenger Car Parking A4 
e No restrooms 


Class 1 | C-1 16 


Class2 | C-2 25 


Class3 | C-3 5 


Current funding for rest areas comes from federal dollars similar to many other states. Several 
options for partnerships are also being looked into by WSDOT. These include the Oasis 
Program (see the previous section for Utah for a description of this program), the Green 
Highways Partnership (with the FHWA and the Environmental Protection Agency to make 
highway construction and maintenance more environmentally friendly), and a partnership with 
the Washington Department of Ecology (DOE, examining how to reduce emissions from idling 
commercial trucks). 


Wastewater generated at Washington rest areas may be handled through a number of different 
systems, including Step systems, on-site septic systems, and on-site lagoons. Step systems 
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collect the solids from a rest area facility into a septic tank, and then pump the treated effluent to 
a municipal system (i.e. sewer) for final treatment. On-site septic systems employ a septic tank 
followed by a drain-field system. This system has been found to work well for low use sites that 
see small wastewater flows. On-site non-discharging sewage lagoons are viewed by WSDOT to 
be the most efficient and eco-friendly option for wastewater treatment. A sewage lagoon 
collects, treats, and disposes of all wastewater from a facility with no energy input, as natural 
biological activity degrades organics, the sun’s ultraviolet rays provide for disinfectant, and the 
wind and sun evaporate liquids. The drawbacks are large land surfaces are needed, and a dry, 
hot region is ideal. 


2.2.2.6. Wyoming 


Information related to rest area practices in the state of Wyoming was provided by Assistant 
Architectural Projects Coordinators Josh Anderson and Cheryl Packard of the Wyoming 
Department of Transportation (WYDOT). Amenities provided at Wyoming rest areas include 
restrooms, drinking fountains, state maps and brochures, and picnic areas. Some rest areas also 
have playground equipment, dog runs, designated walking paths, and RV dump stations. 


Wyoming has a condition rating system in place for all DOT buildings; however a system does 
not exist specifically for rest area facilities. T he system contains ratings for 36 different 
elements of a building, some of which would not relate to rest area facilities. Some ratings are 
weighted based on importance, one of which is an overall condition rating. A high ratings 
number indicates a greater necessity for improvement or replacement. 


Wyoming’s rest area facilities are funded by federal dollars as facilities are located on the 
National Highway System. One rest area is partially funded through a partnership with the town 
of Powell, with the community providing janitorial services for the facility. 


WYDOT relies on an internal report from 1999 which contained recommendations to modify the 
approach to sizing wastewater treatment systems for rest areas. The equation developed to 
accomplish this slightly differs from that suggested by AASHTO to determine wastewater 
production, and is as follows: 
Que= TC* U* N* q* SF 
Where: 

© Qave = Average wastewater flow 

e TC = Mainline traffic count, vehicles per day 

e U=Usage rate or percent entering (range = .04-.27; average= .11) 

e N=Average vehicle occupancy (range = 2.23-3.12; average = 2.72) 

e q=Average wastewater flow generated per person (range = 1.84-3.60; average = 

2.93) 
e SF = Safety Factor (Engineer’s judgment; suggested range = 1.05-1.25) 


2.3. | Chapter Summary 


This chapter has presented the results of a literature review which examined past research and 
agency reports examining various aspects of rest area usage, estimation and design. It has also 
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summarized the current practices employed in Montana and a sample of states regarding rest area 
design, evaluation, and funding aspects. 


Various research has been conducted that has measured traffic count data, dwell time, water 
usage, and wastewater production at rest areas - occasionally in combination. However, all of 
these studies have employed a small sample size of sites. Many studies focused on user surveys, 
which are a valuable tool in helping state’s determine what improvements could be made to 
increase the use of facilities, but do not effectively quantify statewide rest area usage. Similarly, 
work estimating traffic entering a rest area depends on many variables, many of which were not 
accounted for in the research conducted. Values of the percentage of vehicles leaving the 
mainline, dwell time of cars and trucks, and percentage of trucks in the mainline traffic stream all 
are variables affecting rest area usage, but in most cases, existing research examined such 
variables apart from one another (i.e. only one of these variables was examined, with the others 
neglected). 


The most notable finding of the literature review, as it pertains to the research work conducted 
and described in this report, was that previous research indicated water usage data is a reasonably 
accurate estimate of wastewater production for arest area/welcome center (Griffin and Yan, 2003). 
This is valuable as water usage data is easier to collect than wastewater production data. 

The obvious benefit of this finding to the research at hand is that it required only water usage 
data to be collected via water meters. 


In examining state practices, Montana practice typically matched that of the other states 
surveyed. As one might expect, the amenities provided at rest areas were typically the same, 
with only some minor differences existing (ex. the provision of free Wi-Fi in some states). 
Similarly, the funding sources employed by other states were similar to those of Montana, with 
funds coming from Federal and state government sources; one exception was Utah, where 
Public/Private partnerships have been put into place in some instances. Condition rating systems 
exist in varying degrees from state to state. In some cases (Wyoming), these rating systems are 
basic, examining only aspects of the buildings themselves and are part of a larger, agency-wide 
approach. In other cases (Utah), a specific approach tailored to rest areas has been developed. 
Finally, information from Washington and Wyoming indicates that, while the specifics involved 
in estimating/sizing wastewater systems may differ, the approaches to handling wastewater at 
rest area sites are similar. 
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3. DATA COLLECTION 


The data collected throughout the course of this project can be broken into four categories: traffic 
count data, vehicle dwell time data, door counter data, and water meter data. Traffic count data 
are an essential piece of information in rest area planning, because the number of vehicles 
entering a rest area directly relates to all aspects of its design. These data, along with vehicle 
dwell time (the duration a vehicle occupies a parking space) data, govern the estimation of 
parking demand at a rest area. Door counter data can assist in estimating the required number of 
restroom stalls. Also, door counter data in conjunction with water meter data can be used to 
estimate the wastewater produced to determine the capacity required for a wastewater treatment 
system at a site. 


3.1. Overview of Study Sites 


This project examined all rest areas maintained by MDT, with a few exceptions. Data for the 
Dearborn site was not collected because the rest area was taken out of service for reconstruction 
during the study. Further, Locate and Dupuyer were not considered in later analyses because 
water usage data would not be collected at them because they employed vaulted toilets; these 
sites were also low-volume and would require minimum design standards. A list of the rest areas 
investigated in this project, along with relevant information, is presented in Table 3-1. A map 
showing study site locations is presented in Figure 3-1. 


Western Transportation Institute Page 27 


Montana Rest Area Usage 


Table 3-1: List of Study Sites 


Data Collection 


Site Dual (Y=Yes) Mainline 2008 Total Mainline AADT* 
Anaconda 1-90 10875 
Armington US-89, US-87** 3940(US-89), 590 (US-87) 
Bad Route 1-94 3336 
Bearmouth ¥ 1-90 8245 
Bozeman 1-90 17494 

Bridger US-310 3713 
Broadus MT-59 905 
Clearwater Junction MT-200, MT-83 sd cae ree aT: 
Columbus ~ 1-90 10259 
Culbertson US-2 1070 
Custer 2 1-94 3954 
Dena Mora Y: 1-90 6209 
Divide Y 1-15 3854 
Emigrant US-89 1927 
Flowing Wells MT-200,MT-24 525 (MT-200), 164 (MT-24) 
Gold Creek ¥ 1-90 8631 
Greycliff Y 1-90 7090 
Hardin ¥: 1-90 6035 
Hathaway Y 1-94 4093 
Hysham Y 1-94 3830 
Jefferson City ee 1-15 6229 
Lost Trail Pass MT-43, US-93 841 (US-93), 297 (MT-43) 
Mosby MT-200 328 
Quartz Flats BG 1-90 6377 
Raynolds Pass US-287 1745 
Roberts US-212 2621 
Sweetgrass I-15 2424 
Teton Y I-15 3879 
Troy US-2, MT-56 3097 (US-2), 1034 (P-56) 
Vandalia US-2 1299 
Vista Point US-212 375 


* Average annual daily traffic. Note, for interstate sites, the AADT presented is for both directions. 
** At sites located at T-intersections, AADT from the nearest station on each leg is provided (when available) 
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3.2. | Methodology 


Vehicular traffic count and classification data were collected from all state-maintained rest areas 
in the state of Montana, with a few exceptions as discussed in the previous section. Due to the 
large number of study sites, it was necessary for a sampling technique to be employed in order to 
achieve the aforementioned plan using reasonable resources, i.e., equipment, personnel, and cost. 
The methodology called for collecting traffic data at representative rest areas (control stations) 
for the total duration of the study, not including the winter months, while collecting short-term 
traffic data at all other locations (coverage stations). Control station data were collected between 
July 16" and November 25", 2009 and between April 24" and August 8'", 2010. 


3.3. Traffic Count Field Data 


3.3.1. Procedures 


Portable traffic counters with pneumatic tubes were installed at the entrance of the rest area at 
each study site to obtain traffic count and classification of vehicles entering the rest areas. Using 
this data, along with hourly mainline counts provided by MDT, the percentage of vehicles 
leaving the mainline to use the rest area was estimated, as discussed later in this report. 


When setting up the traffic counters, attention was paid to making sure they were set up in a way 
that ensured all vehicles entering the rest area would be counted. To achieve this, it was 
occasionally necessary to set up two counters at the same site when that site had an atypical 
geometry, 1.e., different from the simple geometry of a single-lane entrance ramp for all rest area 
users. This was especially true for rest areas sharing the same site with truck weigh stations 
(dual use sites such as Clearwater Junction and Culbertson). Setting up the portable counters at 
study sites was accomplished following the procedures used in current practice. Figure 3-2 and 
Figure 3-3 show a typical traffic counter setup. 


Google 
© 


Figure 3-2: Setup Location for Sites with Typical Geometry - Gold Creek 
Eastbound Rest Area (Image Source - Google) 
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Figure 3-3: Pneumatic Tube Setup 


3.3.2. Control Stations 


The purpose of using control stations was to establish traffic temporal variation patterns (e.g., 
daily, monthly, and seasonal) at representative rest areas so that the short-term traffic counts at 
coverage stations could be expanded to estimate traffic counts for the duration of the study. 
Control stations were in operation between July 16" and November Pala 2009, and between 
April 24" and August 8", 2010. In consultation with the project technical panel, collection of 
traffic data at these sites was restarted after the 2009-2010 winter season to augment the amount 
of data collected at those stations. 


Control stations were selected to represent different highway classifications and traffic levels. 
Interstate highways and other Major/Minor Arterial routes (mainly rural arterials) were used for 
highway class. Two levels of AADT were used to classify sites by traffic level on the two 
categories of highway classes. This resulted in four different categories of study sites. One rest 
area was selected from each of these categories to be a control station. The four categories of 
rest areas along with the selected control stations are listed in Table 3-2. 
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Table 3-2: Control Station Categories 


Highway Group Average Annual Daily Traffic | Study Site Selected 
(AADT) 

Interstate high-volume AADT = 5000 Greycliff Eastbound 

Interstate low-volume AADT < 5000 Divide Southbound 

Major/Minor route high-volume | AADT > 3000 Bridger 

Major/Minor route low-volume | AADT < 3000 Emigrant 


For the two sites that were on interstate highways, the rest area serving the direction with the 
greater traffic volumes (as provided by MDT) was selected to be the control station. The rest 
area in the other direction was treated as a coverage station like any other state-maintained rest 
area (which will be described later). Besides being representative of other rest areas in the same 
category of highway group and traffic level, reasonable proximity to the city of Bozeman was 
also considered in the selection of control stations. This was important because maintaining 
counter installations at control stations for long durations required periodic maintenance visits to 
those sites. Also, sites that have atypical traffic characteristics or geometric features were 
excluded from being control stations. A map of these control stations is presented in Figure 3-4. 
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Figure 3-4: Map of Control Stations 
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Data collection at the control stations began July 16", 2009 and ended November 25", 2009. In 
an effort to estimate the seasonal variation in rest area usage throughout the peak season, traffic 
count data was also collected at the control stations during the summer months of 2010 (April 
24"" - September 7). Traffic data were collected during the overlapping period (July 16" - 
September 7) to estimate the change in rest area usage between 2009 and 2010. 


3.3.3. Coverage Stations 


Coverage stations consisted of all other state-maintained rest areas not selected as control 
stations. The counts at these stations were collected from mid-July through early-October of 
2009, which was part of the peak summer season. In general, the counters were installed at these 
rest areas for an average of one week. At a few sites, the counters were left for longer durations 
as necessitated by the field data collection and travel plans. In order to obtain the data for the 
rest of the period, the data was expanded using derived factors from traffic counts at the control 
stations. 


3.3.4. Traffic Count Data Format 


Table 3-3 illustrates the format used to organize the traffic count data. Each file was named by 
the site location. Traffic counts were provided using 15-minute intervals and included the total 
number of vehicles, total number of passenger vehicles (PVs), and total number of commercial 
vehicles (CVs) along with their percentages. Vehicles were classified by the Federal Highway 
Administration (FHWA) classification shown in Figure 3-5, which classifies passenger vehicles 
into classes | to 3, class 4 for busses, classes 5 to 7 as single unit vehicles and heavy commercial 
vehicles into classes 8 to 13. F or this work, vehicle classes 4 — 13 were considered to be 
commercial vehicles. In the header of each traffic count data sheet, data collection dates and the 
distance to the nearest rest area and city both upstream and downstream were also included. 
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Table 3-3: Traffic Count Data Format 


Site: Clearwater Junction 
Dates Collected: 9/26-10/3 
Mainline AADT: 3257 a 1688 (MT- 
Facility type: Principal/Minor arterial 
Dist to upstream area(next): Quartz 95, Lolo Pass 77 
Dist to upstream city with 24/7 facilities: a 
Dist to downstream area(previous): Jeff City 98, Gold Creek 75 
Dist to downstream city with 24/7 facilities: 41 
Total #: 3477 
# Passenger Vehicles, PV (1-3): 2476 
# Commercial Vehicles, CV (4-13): 1001 
%HV: 28.8 
Comment: 
Vehicle Classification Bins (1-13) 
Time Total | #PV | #CV | %PV | %CV | 1 2 Sei A 2s Ge Se OO Oe LS Jed i 13 
26-Sep 
1145 1 1 0 100.0 0.0 0 1 0;0;0;0}0;0;,0]0;,0 ; 0 4] 0 
1200 ‘i 7 0 100.0 0.0 0 ) 21 Qe] Oe 0s) SO Qe POs Ol 0. 30 A) 2 
15 8 7 1 87.5 12:5 0 5 2/0|0/;0]0;]1;,0]0;,0 4; 0 ;] 0 
1230 8 8 0 100.0 0.0 1 1 6;0}0;0}0;0;,0]0;, 0; 0} 0 
1245 2 1 1 50.0 50.0 | 0 1 0;0}1;0}0;0;,0]0;, 0; 0 4] 0 
1300 5 5 0 100.0 0.0 0 4 1}/0}/0/0;0;0,0]0;,0 | 0} 0 
1315 4 4 0 100.0 0.0 1 1 251-05 O04) 0) Oe Oe [Oe OP Oe) Or 
1330 8 6 2 75.0 25.0 1 5 0;0;0;0}0); 1 )],1]0;,0 ; 0 4} :0 
1345 11 10 1 90.9 9.1 0 8 25 fOr be SON | £08 FO.) COP es Oi Ol) 20 
1400 4 4 0 100.0 0.0 0 4 0;0;0;0}0;0;,0]0;,0 ;, 0 4} 0 
1415 4 4 0 100.0 0.0 0 2 2/0|0/0]0/]0],0]0;, 0} 0 ;] 0 
1430 14 14 0 100.0 0.0 1 Z 6;0}0;0}0;0;,0]0;, 0; 0 4] 0 
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Figure 1 
FHWA VEHICLE CLASSIFICATION 
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Figure 3-5: FHWA Vehicle Classification System (Sarasota 2010) 


3.3.5. Traffic Count Data Summary 


Table 3-4 summarizes the traffic count data collected to date. In total, 840 days worth of traffic 
data were collected in 2009 from July 16 through November 12. 501 d ays of traffic data was 
also collected in 2010 at the four control stations from April 25 through September 8. During 
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that time, approximately 370,000 vehicles were counted, of which 300,000 were passenger 
vehicles. C ollected data will be made available to MDT via an ftp web site following 
finalization of this report. 


Table 3-4: Traffic Count Data Summary 


Site Control/Coverage Dates # Vehicles | #PV #CV 
Anaconda Coverage 7/23-7/30 3897 3616 281 
Armington Coverage 8/7-8/14 2248 2043 205 
Bad Route Coverage 8/19-8/26 1578 1072 506 
Bearmouth EB overage 7/30-8/6 3988 3105 883 
Bearmouth WB Coverage 7/30-8/6 3690 2869 821 
Bozeman Coverage 9/17-9/24 4530 3930 600 
7/29-11/12 2009 
Bridger Control 4/25-9/7 2010 42315 39165 3150 
Broadus Coverage 7/20-7/28 1645 1514 131 
Clearwater Junction Coverage 9/26-10/3 3045 2476 569 
Columbus EB Coverage 7/29-8/6 3881 2659 1222 
Columbus WB Coverage 8/18-8/26 2803 1950 853 
Culbertson Coverage 8/19-8/26 1289 1027 262 
Custer EB Coverage 9/19-10/1 2282 1611 671 
Custer WB Coverage 9/19-10/1 1890 1379 511 
Dena Mora EB Coverage 7/3 1-8/6 5563 4683 880 
Dena Mora WB Coverage 7/3 1-8/6 4627 3754 873 
Divide NB Coverage 9/26-10/3 1343 974 369 
7/17-11/12 2009 
Divide SB Control 4/25-8/6 2010 39134 28780 | 10354 
Dupuyer Coverage 8/7-8/14 1338 1254 84 
7/16-11/12 2009 
Emigrant Control 4/25-9/7 2010 38879 36339 2540 
Flowing Wells Coverage 8/18-8/24 1146 959 187 
Gold Creek EB Coverage 7/23-7/30 4956 4429 52 i 
Gold Creek WB Coverage 7/23-7/30 4517 3741 776 
7/17-11/12 2009 
Greycliff EB Control 4/25-8/26 2010 133780 | 101814 | 31966 
Greycliff WB Coverage 7/17-7/26 4721 3821 900 
Hardin EB Coverage 9/19-10/1 3380 2667 713 
Hardin WB Coverage 7/21-7/28 3417 2454 963 
Hathaway EB Coverage 7/20-7/28 1760 1187 573 
Hathaway WB Coverage 8/18-8/25 2045 1428 617 
Hysham EB Coverage 8/18-8/26 2250 1741 509 
Hysham WB Coverage 8/18-8/26 2269 ey 332 
Jefferson City NB Coverage 7/23-7/30 869 708 161 
Jefferson City SB Coverage 7/23-7/30 901 680 224 
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Site Control/Coverage Dates # Vehicles | #PV #CV 
Locate Coverage 7/20-7/28 301 123 178 
Lost Trail Pass Coverage 8/13-9/26 7614 7208 406 
Mosby Coverage 8/18-8/25 1218 1058 160 
Quartz Flats EB Coverage 7/31-8/6 4569 3761 808 
Quartz Flats WB Coverage 7/31-8/6 3505 2881 624 
Raynolds Pass Coverage 7/23-8/7 2875 2518 a7 
Roberts Coverage 7/29-8/6 1622 990 632 
Sweetgrass Coverage 8/7-8/14 1976 1425 551 
Teton NB Coverage 8/7-8/14 1440 1351 89 
Teton SB Coverage 8/7-8/14 1413 1256 157 
Troy Coverage 7/3 1-8/6 3727 3386 341 
Vandalia Coverage 8/18-8/25 820 704 116 
Vista Point Coverage 7/29-8/6 2850 1787 1063 

Totals 1341 days 369906 | 300014 | 69892 


Note: PV = Passenger Vehicles 
CV =Commercial Vehicles 


3.3.6. Challenges 


Several challenges were encountered when collecting traffic count data, requiring the re- 
collection of data from several of the sites for various reasons. The approaches employed in 
addressing these challenges varied and are discussed in the following portions of this section. A 
common problem was punctured tubes; consequently, axle hits would not force the air pulse to 


travel to the counter. A photograph illustrating this problem is presented in Figure 3-6. 
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Figure 3-6: Photo of Punctured Tube 


Occasionally, the nails in the pavement or the strapping used to hold down the tubes pulled up. 
This likely affected the accuracy of vehicle count and classification data at the site of interest. 
When a vehicle hit the tube, the tube would bounce and impact the pavement, potentially causing 
the traffic counter to record multiple axle hits. Each of these challenges was addressed by 
performing equipment fixes and recollecting the data. 


Another scenario occurred when the counter itself did not function properly. For example, the 
first set of data collected at the Custer eastbound site revealed that the majority of vehicles that 
stopped at the rest area were motorcycles, which was not consistent with what was observed in 
other rest area data. Other errors involved data where the counter recorded a high percentage of 
unclassified vehicles, or the counter simply did not work properly (power loss). In one instance, 
the counter failed completely (hardware failure). Regardless of the cause, these challenges were 
addressed by employing a different counter to recollect data at the site. 


Other challenges arose at stations with atypical geometry. For example, a common wide access 
(driveway) to the rest area makes it very difficult to obtain accurate traffic counts and 
classification using the driveway access location. At such sites, two counters were set up: one 
for truck traffic and one for passenger vehicle traffic when the two traffic streams split. An 
example illustrating this is shown in Figure 3-7. 
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Figure 3-7: Atypical Geometry Layout — Armington Rest Area (Counter Locations 
Circled) Image source: Google 


At some dual-use sites, it was not possible to count the truck traffic without counting all of the 
trucks entering a weigh station because the rest area truck parking could only be accessed by 
traveling through the weigh station. For such sites, the researchers obtained the counts and hours 
of operation for the weigh station from MDT’s Motor Carrier Services Division in order to 
determine the count of trucks only using the rest area, i.e., when the weigh station was not in 
service. 


Another concern was the accuracy of data that was collected at the control station later in the fall, 
as freezing temperatures may affect the pneumatic tube counters. Additionally, early winter 
weather events resulted in missing data because of snow and icy weather. When it snowed, 
MDT plows were dispatched to clear the mainlines as well as the entrances to rest areas. The 
plows tore up the pneumatic tubes, rendering the counters unable to collect vehicle counts. This 
caused data to be lost from the time the tubes were torn up until they were replaced. Given the 
unpredictability of Montana weather, this could require a lot of travelling to continue collecting 
data at these sites throughout the winter. Consequently, the final control station re-installations 
occurred on Tuesday, November 10. The control stations were removed for the season on 
Wednesday, November 25. No weather-related issues were encountered during the 2010 control 
station counts. 


3.4. Vehicle Dwell Time Data 


Dwell time is defined as the time elapsed from the moment a vehicle occupies a parking stall to 
the moment it leaves the parking stall. Dwell time is important in estimating parking needs at a 
rest area, as it provides an indication of how long vehicles remain at a rest area, particularly 
during peak periods. 
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3.4.1. Overview of Study Sites 


Three study sites in southwest Montana were selected to investigate dwell times: Greycliff 
eastbound, Divide southbound, and Clearwater Junction. Only a sample of sites were examined, 
as avideo data recorder was used to observe vehicle dwell activities, with collection and 
processing times limiting the amount of work that could practically be done. One criterion in the 
selection of study sites was the highway functional classification, which was important in 
obtaining a representative data sample. Therefore, study sites included rest areas on interstate 
highways as well as on other principal and minor arterials. Another important criterion was the 
overall condition of the rest area. Rest areas in good condition on the outside and inside may 
entice people to stay. A rest area in poor condition may detract potential users, and possibly 
result in lower dwell times at that site. Consequently, a mix of newer and older rest areas was 
examined. Finally, site proximity to Bozeman was also considered in the selection process. A 
map of the sites selected for this study is shown in Figure 3-8. 
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Figure 3-8: Map of Dwell Time Study Sites 
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3.4.2. Field Data Collection Procedure 


Video records obtained using surveillance cameras on mobile trailers were used to collect the 
dwell time data. The video data collection trailers were equipped with cameras attached to masts 
that could be raised up to 30 feet in the air, solar panels to provide constant autonomous energy, 
and a digital video recorder (DVR) to store video footage to be processed later. The cameras 
were positioned so that all of the vehicles in the parking lots, both passenger vehicle and truck 
lots, could be seen with entry and exit times noted. The trailers were deployed for one week at 
each study site. However, due to technical difficulties, only five days worth of data was 
collected from the Greycliff study site. Upon completion of data collection at each site, the 
DVRs were returned to the office and the video footage downloaded to external hard drives for 
subsequent analysis. Figure 3-9 presents a photo of the trailer used for data collection. 


Figure 3-9: Video Surveillance Trailer 


3.4.3. Dwell Time Data Processing 


Manual processing of the field dwell time data was utilized in this research. As a vehicle entered 
the parking lot, the time was noted (the video data included a timestamp), along with the coded 
parking space it entered. When observed to leave, the time was once again noted for the specific 
vehicle. The vehicles that entered the rest area parking lot(s) were also identified by their type. 
While video data processing utilized the Federal Highway Administration (FHWA) vehicle 
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classification, only three vehicle classes were used in the analysis of results: (1) passenger 
vehicles, which refers to smaller vehicles such as automobiles, minivans and pickup trucks; (2) 
commercial vehicles and buses; and (3) recreational vehicles (RVs), which refers to motor 
homes, truck campers, and cars towing camping trailers. RVs were recorded as a separate 
category as their dwell time behaviors may differ from commercial vehicles, despite often 
utilizing heavy vehicle parking. An example of the organizational format of the processed dwell 
time data is presented in Table 3-5. 


Table 3-5: Example of Dwell Time Processed Data Format 


Greycliff Rest Area 


Vehicle Type | Additional Notes 


9:45:12 
9:57:01 
9:48:46 

9 

5 


37: X fF Ql White Semi, 3rd parking spot in. 
39: : Black 4 Dr. Pickup End 

‘44: New Chevy Pickup 

9:52:5 White Suburban 

10:19:3 White Ford 

White Singlecab 

| 9/4/09 | 9:5137| 9:54:38/0:03:01| 9 | White Semi, end 

Black Pickup with motorcyle in bac 


Note: AT indicates the duration a vehicle remained at the site. Vehicle types based on FHWA 
classifications 


3.5. | Door Counter Data Provided by MDT 


Under the project work plan, MDT was responsible for the installation of automatic door 
counters at every state-maintained rest area in Montana investigated by this project. In 
conjunction with water usage data, data from the door counters would help MDT better design 
and maintain rest areas in the future, primarily in terms of designing water and wastewater 
treatment systems and determining the required number of stalls for a specific restroom. This 
would be accomplished through an understanding of the relationship between the number of 
persons entering a restroom and the amount of wastewater generated. 


MDT personnel in charge of maintaining the rest areas recorded and reset the door counters each 
morning between 6:00 a.m. and 8:00 a.m., entering data into a spreadsheet with daily counts for 
persons entering and exiting the rest area restrooms. As the counters provided counts for patrons 
both entering and exiting, the counts recorded were divided by two to obtain the number of 
persons using the restroom facilities. 


3.5.1. Challenges 


Being unfamiliar with the door counter devices, the research team had some concerns about the 
accuracy of the counters in recording the number of patrons accessing or leaving the rest area 
and the likelihood of malfunctions in the field. While malfunctions could not be addressed by 
the researchers, validations of the counts collected by the door counters were completed, using 
the data patron door counts discussed previously. Counter malfunctions were identified through 
manual examination of the data and removed from subsequent analysis. Aside from this, little 
could be done by the researchers to address counter problems, as the devices were maintained by 
MDT personnel. 
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3.6. Patron-Door Counter Correlation Data 


Patron door count data, which measures restroom use, was collected manually to determine 
whether the counts recorded by the door counters need to be adjusted. Recorded door counts 
may have required adjustment because more than one patron could enter the restroom 
simultaneously, an event which may be counted as a single patron due to the nature of how the 
recording device employed functioned (infrared beam). Estimating the number of people using 
the rest area building is critical in determining building size requirements, restroom stall 
requirements, water usage, and sewage system requirements. 


3.6.1. Overview of Study Sites 


The sites selected for the manual patron counts were Greycliff eastbound, Divide southbound, 
Anaconda, and Bozeman. These sites were selected because two of the sites—Anaconda and 
Bozeman—were single entry sites that have a main multi-use building where visitors enter. The 
other two sites—Greycliff eastbound and Divide southbound— were selected as they had 
separate entrances for the men’s and women’s restrooms. Collectively, these sites represented the 
various door counter conditions that existed at rest areas statewide. Rest area location (proximity 
to Bozeman) was also a consideration in the selection of study sites. Two of these sites were 
control stations, so the condition of permanent traffic counters could be checked at the same 
time. A map showing the sites selected for this study is presented in Figure 3-10. 


3.6.2. Field Data Collection Procedure 


Manual counts were collected by observing the patrons entering and exiting the rest area building 
and comparing the counts to those recorded by the automatic door counter. A simple form was 
prepared and used in conducting the field observational study. The information consisted of site 
name, the date, the times during the day, and the number of patrons entering/exiting. Patrons 
entering the facility were marked with an “E,” patrons exiting the facility were marked with an 
“X.” The average amount of time spent collecting counts at each site was approximately four 
hours, with the data aggregated into 15-minute intervals. An example of the form used in data 
collection is shown in Figure 3-11. 
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Figure 3-10: Manual Patron Count Validation Sites 
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Site: Date: 
Interval Interval End | Personal Door Counter | Ratio 
Start Time Time Observations Observations 


Figure 3-11: Sample Manual Patron Count Collection Form 


3.6.3. Patron-Door Counter Data Summary 


Presented in Table 3-6 is a summary of the manual calibration counts completed to date. 
Approximately 15.5 hours of personal observations were made in the field over the span of four 
non-consecutive days, resulting in 1,070 individual observations. The observations conducted in 
the field showed the automatic door counters are accurate to within 10 percent of observed 
entries and exits. Consequently, it was determined reasonable to divide the data reported by 
MDT site maintenance by two in order to establish the number of patrons using a restroom. 


Table 3-6: Patron—Door Counter Data Summary 


Site Facility type | Date Collected Time Interval No. of 
(single or Collected Personal 
dual) Observations 
Anaconda Dual October 16 12:15 p.m.—4:15 p.m. 230 
Bozeman Dual September 25 9:15 a.m.—12:30 p.m. 498 
Divide SB Single October 8 11:30 a.m.—5:00 p.m. 155 
Greycliff EB Single October 3 1:15 p.m—4:00 p.m. 187 


3.7. Water Usage Data Provided by MDT 


As per the project work plan, MDT Facilities Bureau and District Maintenance personnel were 
responsible for the installation of water meters at all state-maintained rest areas investigated by 
this project. This data was employed in estimating the amount of water used and wastewater 
being produced at each rest area. The estimation of the latter is based on the assumption that the 
amount of water used is approximately equal to the amount of wastewater produced, which has 
been found by previous research. MDT rest area maintenance personnel recorded water meter 
readings in a spreadsheet of water usage in gallons per day at each site. 


3.8. | Chapter Summary 


This chapter has summarized the data collection processes employed and completed during this 
project. This research involved all state-maintained rest areas in Montana, except for the 
Dearborn, Dupuyer and Locate rest area facilities. 
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Traffic counts were collected at all study sites using automatic traffic counters. This required a 
sampling technique due to the lack of available equipment for the large number of study sites. 
The technique involved selection of control stations for which data was collected throughout the 
duration of the project, except during the winter season of 2009-2010. The sites not selected as 
control stations were considered coverage stations. Data for these sites was collected for an 
average of one week but not less than six days. 


Dwell time data was collected to compare the value provided in the AASHTO guide to that 
observed in the field. This work was completed using video camera trailers with extendable 
masts and video recording capabilities to collect data for analysis at a later date. The study sites 
were selected based on highway group to obtain a representative sample. Condition of the site 
was also considered in the selection process, as was proximity to Bozeman. Based on these 
criteria, the sites selected for analysis were Greycliff eastbound, Divide southbound, and 
Clearwater Junction. 


Automatic door counters were installed by MDT personnel at all study sites. On-site validation 
observations were also conducted at Greycliff eastbound, Bozeman, Anaconda, and Divide 
southbound to determine whether the counts recorded by the counters needed adjustment. These 
sites were selected because two had one entrance to the facility (Anaconda and Bozeman), while 
the other two had separate entrances for the men’s and women’s facilities (Greycliff and Divide). 
The observations conducted in the field showed the automatic door counters are accurate to 
within 10 percent of observed entries and exits. Consequently, it was determined reasonable to 
divide the data reported by MDT site maintenance by two in order to establish the number of 
patrons using a restroom. 


Water meters were installed by MDT at all study sites, with a few exceptions. The water usage 
data were collected to estimate the wastewater generated at each site, with the assumption that 
the water used (i.e. clean water) was approximately equal to the wastewater generated at a rest 
area. Using rest area traffic counts in conjunction with door counts and water meter data, factors 
were calculated for amount of water used/wastewater generated per person, and will be discussed 
later in this report. 
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4. DATAANALYSIS 


This chapter discusses the procedures and results of the various analyses performed on the three 
data types collected during this project: traffic data, dwell time data, and water/door counter data. 
The procedures used to process the data for analysis are also presented in detail. Analysis of the 
traffic data involved review and summary of the general characteristics of the data categorically, 
as well as detailed statistical analyses, namely correlation and linear regression techniques. The 
analysis of the dwell time data included the development of descriptive statistics and the 
comparison of different variables that could affect this aspect of rest area planning and design. 
Water usage/door counter data analysis included the development of descriptive statistics for 
water use per patron, as well as identifying seasonal variations of the data. 


4.1. Traffic Data Analysis 


The following sections discuss the analysis of the traffic data collected throughout the course of 
this project. At the highest level, the traffic data was broken down by rest area category (high- 
volume interstate, low-volume arterial, etc.). The following sections also present a summary of 
the various types of analyses conducted onthe traffic data, including general descriptive 
statistics, correlation analysis, and linear regression analysis. 


4.1.1. Data Processing 


Due to the nature of the data collection process, some traffic counts needed to be estimated due 
to the various counter malfunctions at control sites discussed previously*. A linear interpolation 
process was used to estimate missing counts. In this process, data from before and after the 
period of counter malfunctioning at a site were used to interpolate the missing data. T his 
interpolation was based on observed trends for the same day of week and time of day for which 
data was missing. 


When automatic traffic recorders (ATR) were located on the same mainline facility and no 
“branching” facilities were located between the location of the ATR and the rest area, hourly 
mainline counts from the permanent ATR’s were used during the period in which rest area traffic 
data was collected. The ATR’s associated with each of the permanent count stations for the 
different facility types employed in this research are presented in Table 4-1. When these counts 
were not available, 36-hour sample counts provided by MDT were expanded to estimate the 
hourly mainline traffic counts during the period of rest area traffic data collection. The source of 
traffic data for each site is presented in Table 4-2. Some of these sample counts were associated 
with a different day of the week or were collected during a previous year, requiring adjustment 
factors to be applied to bring the count to the necessary present day and/or year. Daily and 
monthly factors were derived using trends observed from ATRs selected to represent all other 
sample count stations to expand the one day counts. If a sample count was collected during a 
different year, yearly adjustment factors provided by MDT were employed to estimate the 2009 
counts. These sites were selected using a process similar to that employed in selecting the 


> Note that estimation of missing counts was made only for control stations, as sample stations were simply 
recollected when a malfunction occurred. 


* A “branching” facility would be a case where a major route split off or intersected the rest area route of interest. 
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control stations based on the mainline annual average daily traffic (AADT) and facility type, 
discussed in the previous chapter. Directional splits of traffic for each ATR were obtained from 


MDT data. 
Table 4-1: Representative ATRs for Expanding Mainline Sample Counts 

Facility Type | AADT category Representative ATR 
Interstate High-volume A-124 

Interstate Low-Volume A-61 

Arterial High-Volume A-107 

Arterial Low-Volume A-46 

Arterial Low-Volume(NE comer) | A-10 


Table 4-2: Hourly Mainline Count Data Sources 


Site 
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The proportion of vehicles exiting the mainline and entering the rest area was estimated by 
dividing the number of vehicles entering the rest area by the mainline traffic count every hour. 
For sites with multiple mainlines, such as those located at T-intersections of highways 
(Clearwater Junction, Armington, Flowing Wells, Lost Trail Pass, and Troy), the mainline traffic 
counts from all three directions were added together and the resulting traffic count divided by 
two based on the assumption that each vehicle would enter and leave the intersection once. All 
hourly mainline counts and AADT values at these sites were rounded up to the next highest 
integer, especially for low-volume sites such as Flowing Wells. Also, any percentages that were 
found to be greater than 100 percent were reduced to 100 percent, as it was not possible for more 
traffic to enter the rest area than had been observed by the data provided by MDT. Such 
instances occurred during nighttime hours at the Flowing Wells, Mosby, and Lost Trail Pass sites 
(low volume arterial category), on routes with extremely low traffic volumes (single digit vehicle 
counts per hour during late night hours), as recorded by MDT. In the case of rest areas along 
such routes, data would sometimes indicate that the number of vehicles observed entering the 
rest area exceeded that recorded during a corresponding hour previously counted by MDT. In 
total, a total of only twelve individual hours between the three sites experienced such an 
occurrence. Consequently, the adjustment of the entering volumes was not likely to affect the 
overall analysis. 


Missing data specific to the Emigrant counter placed at the south entrance of the rest area (dated 
9/2/2009 through 9/21/2009) was estimated using count data from the Emigrant counter placed at 
the north entrance. To accomplish this, the two weeks before and after the period of the missing 
count data were used to find the average ratio of traffic measured between the south entrance and 
north entrance counters (found to be 1.12). The north counter readings were then multiplied by 
this factor to estimate the missing readings for the south entrance counter. 


The missing data from the Greycliff EB site (dated 9/18/2009 and 9/27/2009 through 10/1/2009) 
were estimated by fitting a line to the data (y = -3.6799x +782.94). This same process was used 
to estimate the missing days at Bridger (7/17/2009 through 7/28/2009 and 10/1/2009), with the 
line fitting the data being y = -0.9618x +227.3. 


For any days in which actual traffic counts collected by the research team were only collected for 
a portion of the day, the missing hours of count data were estimated using the average number of 
vehicles during the missing time period from the other days of data collection. For example, if a 
site was missing data from the hours between 6 p.m.to midnight, the average count during those 
hours from the other days of data collection (for example, six full days) at that site was 
determined and used to complete the partial day. 


4.2. Characterization of Rest Area Usage 


The following sections characterize various aspects of rest area usage by the different highway 
classifications and traffic levels employed by this research: high and low-volume Interstates and 
high and low volume Major/Minor Arterial routes. In characterizing rest area usage, four 
distance variables were considered for analysis: distance to the nearest upstream rest area, 
distance to the nearest upstream city with 24/7 facilities, distance to the nearest downstream rest 
area, and distance to the nearest downstream city with 24/7 facilities. It was expected that as 
each of these distances for as pecific rest area increased, the usage of that specific rest area 
would increase accordingly. Other variables examined in characterizing rest area usage included 
the condition of the rest area facility, the proportion of truck traffic entering the rest area, the 
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presence of a visitor information center, and the presence of a weigh station in operation adjacent 
to the rest area facility. The rest area usage is expressed in percent of the hourly split of mainline 
AADT entering the rest area. 


4.2.1. High-Volume Interstate 


This category includes all rest areas located on Interstate highways with an average annual daily 
traffic (AADT) equal or greater than 5000 vehicles per day according to 2009 M DT data. 
Eighteen rest areas fell into this category: Anaconda, Bearmouth eastbound and westbound (EB 
and WB), Bozeman, Columbus EB and WB, Dena Mora EB and WB, Gold Creek EB and WB, 
Greycliff EB and WB, Hardin EB and WB, Jefferson City northbound and southbound (NB and 
SB), and Quartz Flats EB and WB. This category was comprised of the largest number of sites, 
and consequently, the greatest quantity of field data collected. 


Table 4-3 presents the descriptive statistics for the high-volume Interstate category. The average 
usage based on observed entering traffic was approximately 10 percent. The median usage was 
approximately 9.1 percent, while the mode was approximately 9 percent. The standard deviation 
was approximately 6.5 percent, suggesting a high variation in the percent usage observations. 
This was likely due to the fact that rest area usage varies over time at a particular site and also 
varies across different rest areas in general. The percent usage ranged between zero and 50 
percent across all sites in this category. The 85", 90", and 95" percentiles approximately ranged 
between 15 to 22 percent. 


Table 4-3: High-volume Interstate Rest Areas: Frequency of Usage 


Mean 9.92% 
Median 9.09% 
Mode 9% 
Standard Deviation | 6.4% 
Range 0-50% 
85" percentile 15.58% 
90" percentile 18.11% 
95" percentile 22.55% 


Figure 4-1 and Figure 4-2 display the frequency histogram and the cumulative frequency curve 
of rest area usage at high-volume interstate highway sites. Examination of Figure 4-1 confirms 
that higher usage frequencies are associated with rest area usage rates of between 8 and 13 
percent of traffic entering. 
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Figure 4-1: High-Volume Interstate Rest Areas - Frequency of Use Histogram 


% Mainline Traffic 


The cumulative frequency curve presented in Figure 4-2 somewhat resembles the S-shape curve 
that could be expected based on the bell-shaped distribution exhibited by the histogram in Figure 
4-1. Nearly all values of the percentage of mainline traffic entering the rest area fell at or below 
40 percent. 
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Figure 4-2: High-Volume Interstate Rest Areas - Cumulative Frequency of Use Curve 


To gain better insights into the relationship between the rest area usage and study variables, 
scatter plots were established for trends that could be discerned from the graphs. Based on an 
examination of Figure 4-3, it appears that as the percentage of trucks in mainline traffic 
increased, rest usage increased. Note that the classes used in examining trucks (i.e. commercial 
vehicles) were FHWA types 5 through 13. This is consistent with expectations, as trucks may 


Western Transportation Institute Page 53 


Montana Rest Area Usage Data Analysis 


need to use rest areas more often, since they are more involved in long trips. Additionally, one 
would expect that routes with higher traffic volumes would also contain a higher volume of 
trucks, resulting in a correspondingly larger proportion of these vehicles stopping at a rest area. 
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Figure 4-3: High-Volume Interstate Rest Areas - Truck Proportion vs. Rest Area Usage 


As stated earlier, four distance variables were taken into consideration during the descriptive 
analyses. These included: 


e Nearest upstream rest area — the distance to the nearest upstream rest area facility in miles 
e Nearest upstream city - the distance to the nearest upstream city providing basic services 
24/7 including parking and restrooms in miles 

e Nearest downstream rest area — the distance to the nearest downstream rest area facility in 


miles 
e Nearest downstream city - the distance to the nearest downstream city providing basic 


services 24/7 including parking and restrooms in miles 


Figure 4-4 presents the relationships between the rest area usage and the four distance variables. 
A visual inspection of the four scatter plots presented in this figure revealed no discernable 
trends or relationships between distance and rest area usage. Again, one would expect that as the 
distance to the nearest rest area or city increased, so too would rest area usage; however, such a 
relationship is not completely apparent in any of the scatter plots. 
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Figure 4-4: Plots of Distance Variables vs. Rest Area Usage 


The relationship between rest area usage and the overall condition of rest area facility is shown 
in Figure 4-5. The source of these condition ratings was MDT’s Planning Systems Data & 
Statistics Bureau. A good condition rest area was defined as one which was of newer 
construction and has been well maintained. A fair rest area was one which was likely to be of 
older construction and could likely use renovation, with the site being adequately maintained. A 
poor condition rest area was one which was likely older and nearing the end of its useful life. 
Ten of the eighteen rest area sites were given a condition rating of “poor”, four were given a 
“fair”, and four were given a rating of “good”. The bar chart in this figure illustrates that rest 
area facilities in good overall condition were associated with slightly higher rest area usage. This 
relationship is consistent with expectations, although the similar usage percentages for the poor 
and fair categories would suggest that usage is not strongly driven by condition. One 
explanation is that most rest area patrons are unlikely to know the condition of a rest area prior to 
arrival, and therefore, will not make their decision to stop based site condition. 
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Figure 4-5: High-Volume Interstate Rest Areas - Condition Rating vs. Rest Area Usage 


Figure 4-6 illustrates the hourly variation in rest area usage throughout the day. Two measures 
of rest area usage were plotted in this figure: the percent mainline traffic entering the rest area 
and the actual counts of vehicles entering the rest area. The two measures exhibit different 
trends. The percent mainline traffic measure produces two daily peak periods: the first between 
midnight and 3:00 a.m. and the second at midday between 10:00 a.m. and 3:00 p.m. The actual 
count measure has only one peak period, occurring mid-day between 10:00 a.m. and 3:00 p.m. 
While the percentage of mainline traffic using the rest area during the night is relatively high, the 
corresponding counts are among the lowest during the night and therefore have less significance 
in the planning and design of rest areas. 
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Figure 4-6: High-Volume Interstate Rest Areas - Daily Distribution of Rest Area Usage 
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The weekly variation in rest area usage by day of week is presented in Figure 4-7. As this figure 
illustrates, usage climbs until approximately midweek, falls slightly, then increases on Saturday 
and drops on Sunday. This may be partly attributed to the fact that a higher proportion of non- 
local traffic is more likely to use the rest areas during weekends compared with regular drivers 
who constitute a higher proportion of traffic during weekdays. It should be noted that variation 
in rest area usage during the week is relatively small, as the averages range between 9.4 percent 
on Monday and 10.6 percent on Wednesday, suggesting that usage is fairly consistent from day 
to day. 
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Figure 4-7: High-Volume Interstate Rest Areas - Weekly Distribution of Rest Area Usage 


In order to compare the percent rest area usage by time of season, weekly averages of the percent 
usage at the control station for the group were calculated and plotted. A day in the middle of the 
week was used as the representative data for the weekly averages. To make comparisons 
between years easier, corresponding dates for each year were employed, resulting in Wednesdays 
being used as the average day in 2009 and Thursdays in 2010. 
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Figure 4-8: High-Volume Interstate Rest Areas - Greycliff EB Seasonal Rest Area Usage 


Prior to traffic data analysis, it was hypothesized that the percent usage at rest areas would be 
higher during the summer months compared to other time periods. Examination of Figure 4-8 
shows that this pattern does indeed occur. Rest area usage climbs gradually beginning in May, 
peaking during the summer months and decreasing at the end of August. Interestingly, some 
decline is also observed during the summer peak, occurring around late-June. The cause of this 
decline is not immediately clear. 


4.2.2. Low-Volume Interstate 


The low volume interstate category included all rest areas on Interstate highways with an AADT 
of less than 5000 vehicles per day. Twelve sites were included in this category: Bad Route, 
Custer Eastbound and Westbound (EB and WB), Divide Northbound and Southbound (NB and 
SB), Hathaway EB and WB, Hysham EB and WB, Sweetgrass, and Teton NB and SB. 


Table 4-4 presents the general descriptive statistics for this category. The average percent 
mainline traffic entering the rest area was approximately 8.7 percent, slightly lower than the 
average for the high-volume interstate category. The percentiles are also significantly lower than 
those for the high-volume interstate category, as was expected. The standard deviation was 
approximately 7 percent, which was slightly lower than that for the high volume interstate 
category, although still very high. Again, the two types of variation within the data may explain 
this high deviation: the variability between rest areas as well as the existence of hourly variation 
within a single rest area. 
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Table 4-4: Low-Volume Interstate Rest Areas: Frequency of Use 


Mean 8.69% 
Median 7.69% 
Mode 8% 
Standard Deviation | 7.21% 
g5m percentile 13.76% 
90" percentile 15.68% 
95" percentile 19.03% 
Range 0-100% 


Figure 4-9 and Figure 4-10 present the frequency histogram and cumulative frequency curve for 
the low-volume Interstate category. The histogram suggests a positively skewed bell-shaped 
distribution excluding the zero values. 
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Figure 4-9: Low-Volume Interstate Rest Areas - Frequency Histogram 


The cumulative frequency curve in Figure 4-10 exhibits the general S-shape associated with a 
normal distribution. Most values were at or below 20% usage, with the top portion of the plot 
flattening out. This shape appears similar to that found at the high volume interstate highway 
category, with the exception of the percentage of mainline traffic entering the rest area peaking at 
20 percent compared to 40 percent for the high-volume category. 
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Figure 4-10: Low-Volume Interstate Rest Areas - Cumulative Frequency Curve 


The proportion of mainline truck traffic entering the rest areas indicates a slightly negative 
correlation with the percentage of rest area usage, as shown in Figure 4-11. This differs from 
what was observed for the high-volume Interstate category. Intuitively, one would suspect that 
as mainline traffic increased, so too would the proportion of trucks entering the rest area. 
However, in this case, it was observed that higher percentages of trucks entered rest areas at sites 
where lower overall percentages of mainline traffic used the site. The reason for this is not 
entirely clear, although perhaps the sites toward the right of the figure were located along routes 
where fewer services were available, resulting in truck drivers taking advantage of the 
opportunity to use a rest area. 
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Figure 4-11: Low-Volume Interstate Rest Areas - Truck Proportion vs. Rest Area Usage 
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The nearest rest area variables show a logical correlation with rest area usage, while the nearest 
city variables exhibit an illogical inverse relationship. A ll correlations between distance 
variables and rest area usage were found to be weak. Examination of Figure 4-12 suggests no 
distinct relationship existed between the distance variables used and rest area usage. A similar 
observation was found for the high-volume Interstate category. 
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Figure 4-12: Low Volume Interstate Rest Areas - Plots of Distance Variables 
vs. Rest Area Usage 


Figure 4-13 presents the relationship between the overall condition of the rest areas and the 
usage. Rest areas onlow volume interstates exhibited a decrease in usage when the general 
condition rating improved, which is contrary to expectations. However, only two sites in this 
category (Bad Route and Sweetgrass) were assigned a rating of “good”. Consequently, there was 
not a large sample of “good” sites to employ in determining the average of mainline traffic 
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percentage for this category. Due to the lack of variety in condition ratings in this category, it is 
difficult to draw a conclusion from this analysis. 
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Figure 4-13: Low-Volume Interstate Rest Areas - Condition Rating vs. Rest Area Usage 


Figure 4-14 presents the daily distribution of rest area usage. As expected, the highest usage was 
observed during the midday lunch period. However, a significant percentage of rest area usage 
was once again observed during the early morning hours, similar to the high-volume Interstate 


category. 
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Figure 4-14: Low-Volume Interstate Rest Areas - Daily Distribution of Rest Area Usage 


Figure 4-15 presents the weekly distribution of usage for the low-volume Interstate category. No 
significant difference exists between days, although once again Wednesday was found to have 
the highest rest area usage. Friday and Saturday were anticipated to see the highest usage for 
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tourist traffic, but once again, these two days appear to see similar usage compared to others. 
Also of note, Friday was found to have the lowest percent usage throughout the week. 
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Figure 4-15: Low-Volume Interstate Rest Areas - Weekly Distribution of Rest Area Usage 


The weekly average of percentage of rest area usage for the control station representing this 
category (Divide SB) is presented in Figure 4-16. Divide SB exhibited similar percent usage 
trends to that found at the Greycliff EB site (discussed in the previous section). Interestingly, the 
decrease in percent usage during the latter period of 2009 did not occur until mid-October, while 
at the Greycliff EB site this decrease occurred during mid-September. The reason for this 
difference is not known. 
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Figure 4-16: Low-Volume Interstate Rest Areas: Divide SB Seasonal Rest Area Usage 
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4.2.3. High-Volume Arterials 


This category included all rest areas located on high volume arterials with a mainline AADT 
greater than 3,000 vehicles per day. This category consisted of four sites: Armington, Bridger, 
Clearwater Junction, and Troy, with Bridger serving as the control station. This category 
included the smallest number of study sites, and therefore, the least amount of field data 
collected. 


Table 4-5 presents the descriptive statistics for usage in the high volume arterial category. The 
average percentage of hourly mainline traffic entering the rest area was approximately 9.1. The 
median usage for this category was approximately 7.1 percent. The standard deviation was 
approximately 7.7 percent. As the standard deviation was greater than the mean, this suggested a 
high deviation amongst the data, consistent with the previous categories examined. 


Table 4-5: High-Volume Arterial Rest Areas: Frequency of Use 


Mean 9.14% 
Median 7.14% 
Mode 5.00% 
Standard Deviation | 7.71% 
85" Percentile 17.37% 
90" Percentile 21.18% 
95™ Percentile 25.00% 
Range 0-35.84% 


Figure 4-17 presents the frequency histogram of the occurrences of mainline traffic percentages 
entering the rest areas in this category. Note that many of the zero values observed occurred 
during night hours when no vehicles entered a rest area. Excluding the zero values, the 
distribution displayed multiple peaks with a somewhat positive skew, similar to that found for 
the previous categories. The maximum value was found to be just above 35 percent entering. 
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Figure 4-17: High-Volume Arterial Rest Areas - Frequency Histogram 
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Figure 4-18 presents the cumulative frequency curve for this category. The distribution appears 
to follow an S-shape. This distribution also shows the significant number of zero values, which 
was previously discussed. Note that for this group, zero values comprised over 20% of the total 


observations. 
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Figure 4-18: High-Volume Arterial Rest Areas - Cumulative Frequency Curve 


Figure 4-19 presents the proportion of trucks entering arest area versus the percentage of 
mainline traffic at a site. Note that an inverse relationship to the usage exists, suggesting that 
truck usage may increase as mainline traffic levels decrease. It should be noted that the truck 
proportion in this category only varied from between 8.5 percent to 13.9 percent, making it 
difficult to draw a definitive conclusion from this observation. 
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Figure 4-19: High-Volume Arterial Rest Area Usage vs. Truck Proportion 
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Figure 4-20 presents the relationship between different distance variables and the rest area usage. 
The distance variables all exhibited weak relationships. No definitive patterns are readily 
apparent, similar to the previous analyses. The upstream and downstream rest area distance 
variables showed a logical positive increase, however the upstream and downstream city 
variables showed a somewhat illogical negative decrease. It is difficult to draw any definitive 
conclusions for this category based on the limited sample size of study sites. 
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Figure 4-20: Plots of Distance Variables vs. Rest Area Usage 


The condition of the rest area facility versus percent usage showed an unexpected result, as 
illustrated by Figure 4-21. Sites in fair condition saw higher usage rates, which one would not 
necessarily expect. Note that none of the rest areas in this category were given a condition rating 


of “poor”. 
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Figure 4-21: High-Volume Arterial Rest Area Usage vs. Facility Condition 


Figure 4-22 indicated that presence of a weigh station in operation adjacent to a rest area facility 
resulted in an increase in rest area usage. This finding is likely the result of the concept of 
induced demand. Induced demand created the phenomenon in which a truck driver was more 
likely to stop at a rest area with an open weigh station facility adjacent to it compared to a typical 
rest area. As the truck driver was required to stop at the weigh station, they also used this 
opportunity to visit the rest area as well. 
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Figure 4-22: High-Volume Arterial Rest Areas - Weigh Station Operation vs. Rest Area 
Usage 


The daily distribution of rest area usage is presented in Figure 4-23. The midday lunch hours 
showed the highest percent usage as well as the highest counts, consistent with expectations and 
what had been observed in other categories. The decrease in percent usage observed during the 
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early morning hours was greater for rest areas in this category relative to other rest area 
categories. Given the small sample size of this category, no definitive conclusions should be 


drawn from this trend. 
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Figure 4-23: High-Volume Arterial Rest Areas: Daily Distribution of Usage 


Figure 4-24 presents the weekly distribution of usage for the category. As expected, later days of 
the week experienced a higher usage. The lowest usage occurred on Monday (5.2%), with the 
highest usage on Saturday (6.9%). Sunday provided a lower usage relative to all other days 
except Monday, which does not concur with hypotheses that usage would be high the entire 


weekend. 
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Figure 4-24: High-Volume Arterial Rest Areas: Weekly Distribution of Usage 
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Due to the lack of available mainline traffic data from an ATR in the area of the control station 
for this category (Bridger), two separate plots containing weekly average rest area traffic counts 
(one for the year 2009 and one for 2010) were developed. Figure 4-25 and Figure 4-26 present 
information illustrating the seasonal variation of rest area usage at the Bridger control station 
site. 
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Figure 4-25: Bridger Seasonal Rest Area Usage (2009) 
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Figure 4-26: Bridger Seasonal Rest Area Usage (2010) 


As shown in Figure 4-25, the traffic counts at the Bridger rest area decreased approximately 
linearly between late July and the middle of November in 2009, suggesting the peak usage for 
this site occurred late July. The 2010 traffic counts at the site showed a parabolic trend, as 
illustrated in Figure 4-26, with the peak count occurring in mid-August. This trend slightly 
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differs from what was observed in 2009, but without mainline traffic data available, it is not clear 
what the cause for this trend may have been. 


During the course of the analyses, it was found that the Bridger site exhibited a lower average 
percentage of usage relative to the other sites in this category (6.6 percent versus 15.2, 18.8, and 
19.1 percent for other sites). Therefore, a secondary analysis was performed which excluded 
data from the Bridger site. These results are presented in the next section. 


4.2.4. High-Volume Arterial (Excluding Bridger Site) 


As previously discussed, the challenge associated with the high-volume arterial category was 
that the sample size of traffic data from the Bridger site was drastically different than all other 
sites in the group. Consequently, it was of interest to reexamine data for the category after data 
from the Bridger group had been removed. This section presents the results of that analysis, with 
only data from Armington, Clearwater Junction, and Troy examined. 


Table 4-6 presents the descriptive statistics for this category both including and excluding the 
Bridger site. Note that nearly all values provided in the table notably increased when the Bridger 
site was excluded, which was expected. The mean for this category rose to approximately 11 
percent, with the 85"", 90", and 95" percentiles ranging from 20 percent to 26 percent. The 
standard deviation also increased slightly, suggesting more variance within the data. 


Table 4-6: High-Volume Arterial Rest Area Usage, Excluding Bridger site 


Statistic High-Volume High-Volume 
Arterial w/o Bridger | Arterial 

Mean 10.96% 9.14% 

Median 9.47% 7.14% 

Mode 7.00% 5.00% 

Standard Deviation | 8.00% 7.11% 

85"" percentile 20.00% 17.37% 

90" percentile 23.13% 21.18% 

95" percentile 26.08% 25.00% 

Range 0-35.84% 0-35.84% 


The frequency histogram for the percent rest area usage is presented in Figure 4-27. T his 
histogram does not resemble the bell shape associated with a normal distribution, as was found 
for the previous analysis including the Bridger site. Rather, it appears that the frequency of 
percent mainline traffic entering the rest area is highly variable at the sites included in this 
analysis. 
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Figure 4-27: High-Volume Arterial Rest Areas (Excluding Bridger) - Frequency Histogram 


The cumulative frequency curve in Figure 4-28 shows that the distribution slightly differed 
without the Bridger site, as this distribution does not entirely resemble the S-shape observed 
previously. 
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Figure 4-28: High-Volume Arterial Rest Areas (Excluding Bridger) - Cumulative 
Frequency Curve 


Figure 4-29 presents the relationship between the truck proportion entering the rest areas and the 
proportion of mainline traffic entering. No discernable relationship was determined from this 
graph, primarily because it includes only three data points. The percentage of trucks entering 
and the percentage of rest area usage showed little variation for this data set (usage varied from 
11% to 15% and the truck proportion varies from 8.5% to 13.9%). 
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Figure 4-29: High-Volume Arterial (Excluding Bridger) - Truck Proportion vs. 
Rest Area Unge 
Figure 4-30 presents the plots of the distance variables against the rest area usage. The upstream 
city displays an illogical trend, which was not observed when the Bridger site was included in 
this category. Similarly, the trend for the downstream city distance was also illogical for this 


data set. However, no distinct pattern could be discerned from these graphs due to the small 
number of sites employed. 
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Figure 4-30: Plots of Distance Variables vs. Rest Area Usage 


Figure 4-31 presents a comparison of usage with site condition rating. The relationship between 
condition and usage did not entirely follow what was expected, in that the lower condition rating 
sites exhibited higher usage. This result matched that observed when the Bridger site was 


included. 
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Figure 4-31: High-Volume Arterial (Excluding Bridger) Condition Rating vs. 
Rest Area Usage 
Figure 4-32 presents a comparison of the rest area usage by the hour of the day. As expected, the 
highest usage occurred during the noonlunch period, similar to the previous analysis. T he 
general shape of the graph was also similar, with the major difference being the averages of 
entering mainline traffic being higher. Also, an increase in the percent rest area usage during the 
5 to 6 a.m. hour was observed, which differed from previous observations. 
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Figure 4-32: High-Volume Arterial (Excluding Bridger) Daily Distribution of 
Rest Area Usage 
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Figure 4-33 presents the weekly distribution of rest area usage. Fridays and Saturdays displayed 
the highest usage, which corresponds to the days in which most tourist and recreational travel 
was likely to occur. 
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Figure 4-33: High-Volume Arterial (Excluding Bridger) Weekly Distribution of Rest 
Area Usage 


4.2.5. Low-Volume Arterial 


This category included all rest areas on non-interstate highways with an AADT less than 3000 
vehicles per day. This included ten sites: Broadus, Culbertson, Emigrant, Flowing Wells, Lost 
Trail Pass, Mosby, Raynolds Pass, Roberts, Vandalia, and Vista Point. Table 4-7 presents the 
descriptive statistics for this category. The average percentage of mainline traffic entering the 
rest area representing usage was approximately 13.4 percent. The standard deviation for this 
category was 18.05 percent, suggesting an extremely high variance within the data. The 85", 
90", and 95" percentiles were approximately 25 percent, 33 percent, and 43 percent, 
respectively. 


Table 4-7: Low-Volume Arterial Rest Areas - Frequency of Use 


Mean 13.39% 
Median 7.73% 
Mode (non-zero) 7.00% 
Standard Deviation | 18.05% 
Range 0-100% 
850 percentile 25.07% 
90" percentile 33.3570 
95" percentile 43.14 


Figure 4-34 and Figure 4-35 present the frequency histogram and cumulative frequency curve for 
rest area usage on low volume arterials. Figure 4-34 indicates that the distribution approximately 
follows a positively skewed bell-shaped distribution, similar to that of other categories. The 
greatest number of zero values of rest area usage was observed in this category due to the low- 
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volume nature of several sites in the category. The cumulative frequency distribution for this 
category presented in Figure 4-35 resembles the S-shape associated with a normal distribution, 
with the majority of usage observations falling below 50 percent. 
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Figure 4-34: Low-Volume Arterial Rest Areas - Frequency Histogram 
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Figure 4-35: Low-Volume Arterial Rest Areas - Cumulative Frequency Curve 


The plot of percent trucks compared to percent rest area usage for this category presented in 
Figure 4-36 indicates a potentially linear relationship between the two variables. The exceptions 
to this trend are the three study sites on the lower right of the plot. This would seem to confirm 
the expectation that as mainline traffic usage at a rest area increases, so too does the proportion 
of trucks entering the rest area. 


Western Transportation Institute Page 76 


Montana Rest Area Usage Data Analysis 


°% Mainline Traffic 
No 
fo 


0 - T T T T T 
Oo 5 10 15 20 25 30 


Mainline % Trucks 


Figure 4-36: Low-Volume Arterial Rest Areas - Truck Proportion vs. Rest Area Usage 


In examining the plots presented in Figure 4-37, no apparent relationship existed between 
distance variables and the rest area usage. None of the distance variables exhibited clear 
relationships, underscoring the randomness of rest area usage at low-volume arterial sites. 
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Figure 4-37: Plots of Distance Variables vs. Rest Area Usage 


Figure 4-38 illustrates the expected relationship between rest area condition and usage. In other 
words, rest areas with higher overall conditions have higher rates of usage. In this category, five 
rest areas were given a “good” overall condition rating, three received a “fair” rating, and two 
were “poor”. The percentage of rest area usage increases dramatically from “fair” to “good”, 
suggesting that the increase of percent rest area usage with an increase in condition rating may 
not be linear for low volume arterials. 
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Figure 4-38: Low-Volume Arterial Rest Areas - Condition Rating vs. Rest Area Usage 


As illustrated in Figure 4-39, rest area usage appeared to increase significantly with the presence 
of a weigh station in operation. However, no definitive conclusion can be drawn from this 
observation, as only one rest area in this category (Culbertson) had an adjacent weigh station. 
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Figure 4-39: Low-Volume Arterial Rest Areas - Weigh Station Operation vs. Rest Area 
Usage 
Figure 4-40 indicates that the presence of a visitor information center results in a decrease of rest 
area usage, which is contrary to expectations. Similar to the weigh station case, a definitive 
conclusion cannot be drawn from this observation, because only one rest area in this category 
(Broadus) had a visitor information center. 
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Figure 4-40: Low-Volume Arterial Rest Areas - Presence of Visitor Information Center 
vs. Rest Area Usage 


The daily variation presented in Figure 4-41 suggested that the midday lunch period saw the 
highest percentage of rest area usage, similar to the other categories examined. The peak usage 
occurred between the hours of 10 a.m. and 3 p.m. However, the late night and early morning 
hours also saw a high percentage of use. This can be explained by the very low mainline traffic 
counts observed at the sites during these hours. 
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Figure 4-41: Low-Volume Arterial Rest Areas - Daily Variation of Rest Area Usage 
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The weekly variation presented in Figure 4-42 suggested that the rest areas in this category are 
used more on weekends compared to other days of the week, which was expected. However, the 
overall increase in usage does not appear to be significant. 
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Figure 4-42: Low-Volume Arterial Rest Areas - Weekly Distribution of Usage 


Figure 4-43 presents the seasonal variation of rest area usage at the low-volume arterial control 
station (Emigrant). This site exhibited a parabolic trend similar to other sites. The exception 
was the significant peak which occurred during late-August/early-September 2009. The reason 
for this peak is not entirely clear, although it may be the result of a trend in increased tourist 
traffic in the later summer by retirees. The Emigrant site is located on US 89, a route which sees 
significant traffic traveling to the Gardiner entrance of Yellowstone National Park. It is also 
possible that these high percent usage values were the result of estimations required because of a 
counter malfunction during this time period. Counts from the missing counter data were 
estimated using the counts from the other counter, potentially resulting in the higher 
observations. Note that this plot also shows that the percentage of rest area usage was greater in 
2009 relative to 2010. T his trend was not observed at the other control station sites in other 
categories. 
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Figure 4-43: Low-Volume Arterial Rest Areas - Emigrant Seasonal Rest Area Usage 


4.3. Statistical Analysis 


This section discusses the various statistical analyses that were performed onthe data by 
category. This includes correlation analysis as well as the modeling efforts. At the highest level, 
the data was broken down by rest area category (high-volume interstate, low-volume arterial, 
etc.). The results of the analysis performed on the various categories of data are presented in the 
following sections. 


4.3.1. Correlation Analysis 


In statistics, the correlation coefficient is a measure of the correlation (linear dependence) 
between any two variables X and Y, and usually takes a value between +1 and —1 inclusive. It is 
widely used as a measure of the strength of linear dependence between two variables. In this 
study, correlation coefficients were determined to further examine the relationship between 
different study variables and the rest area usage. Discussion of the results of these analyses is 
presented in the following sections for the different rest area categories, including trends that 
were identified which either supported or violated research hypotheses and the strengths of the 
various relationships. 


4.3.1.1. High-Volume Interstate 


Table 4-8 presents the correlation coefficients for rest area usage, as expressed in the relationship 
between percent entering and different distance, truck proportion and condition variables for the 
high-volume interstate category. The nearest city distance variables showed weak correlations 
with the rest area usage relative to the nearest rest area distance variables. However, the nearest 
rest area variables showed an illogical relationship in which the greater the distance, the lower 
the usage. The downstream city distance exhibited the only logical relationship amongst the 
distance variables. The proportion of trucks entering the rest area showed a fair correlation to 
rest area usage, which was expected. Rest area condition did not exhibit a strong correlation, 
although this is not surprising, as many rest area patrons are not likely to know the condition of a 
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site beforehand and change their usage decision. Overall, the coefficients were all relatively low, 
suggesting alack of strong correlations between the variables investigated and the rest area 
usage. 


Table 4-8: Correlation Coefficients between Rest Area Usage and Study Variables (High- 
Volume Interstate) 


Independent Variable Correlation Coefficient 
Nearest upstream area -0.278 
Nearest upstream city -0.038 


Nearest downstream area _ | -0.24 
Nearest downstream city | 0.174 
% trucks 0.316 
Rest area condition 0.052 


4.3.1.2. Low-Volume Interstate 


Table 4-9 presents the correlation coefficients for rest area usage, as expressed in the relationship 
between percent entering and different distance, truck proportion and condition variables for the 
low-volume interstate category. The strongest relationship identified was related to the nearest 
upstream rest area distance variable, while the weakest relationship was related to facility 
condition. The upstream and downstream city distance variables exhibited weaker relationships 
relative to the upstream and downstream rest area distance variables. The city distance variable 
relationships were both found to be negative, again contradicting research hypotheses that the 
further the distance between a rest area and the nearest city, the higher the usage would be. The 
correlation between the mainline truck proportion and usage was also found to be negative. This 
contradicted the expectation that a higher proportion of trucks would result in higher usage. This 
class of interstate highways showed weaker correlations overall compared to the high-volume 
interstate category. 


Table 4-9: Correlation Coefficients between Rest Area Usage and Study Variables (Low- 
Volume Interstate) 


Independent Variable Correlation Coefficient 
Nearest upstream area 224 

Nearest upstream city -.154 

Nearest downstream area | .17 

Nearest downstream city | -.12 

% trucks -.158 

Rest area condition -.076 


4.3.1.3. High-Volume Arterial 


Table 4-10 presents the correlation coefficients for rest area usage, as expressed in the 
relationship between percent entering and different distance, truck proportion, condition and 
weigh station variables for the high-volume arterial category. Several low coefficients suggested 
that the relationship between the variables and the rest area usage was weak. The upstream and 
downstream rest area distance variables exhibited a stronger correlation, which was expected. 
The upstream and downstream city distance variables exhibited weaker and illogical correlations. 
Rest area condition exhibited a weak correlation with rest area usage, which based on previous 
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results, was expected. The presence of aw eigh station in operation also showed a slight 
correlation with the usage relative to all other variables in this category. 


Table 4-10: Correlation Coefficients between Rest Area Usage and Study Variables (High- 
Volume Arterial) 


Independent Variable Correlation Coefficient 
Nearest upstream area 0.557 

Nearest upstream city -0.119 

Nearest downstream area 0.488 

Nearest downstream city -0.499 

% Trucks -0.455 

Condition 0.285 

Operation of a Weigh Station | 0.314 


4.3.1.4. Low-Volume Arterial 


Table 4-11 presents the correlation coefficients for rest area usage, as expressed in the 
relationship between percent entering and different distance, truck proportion, condition and 
weigh station variables for the low-volume arterial category. All four distance variables show a 
weak relationship with rest area usage. The downstream city distance exhibited the only logical 
correlation among the distance variables. The percentage of trucks relative to rest area usage 
also exhibited a slightly positive relationship. The condition variable exhibited a slight logical 
relationship with rest area usage onl ow volume arterials and represented the strongest 
correlation relative to all other study variables. The presence of a weigh station in operation also 
showed a weak logical relationship. The presence of a visitor information center was removed 
from this analysis, as only one rest area included this feature. 


Table 4-11: Correlation Coefficients between Rest Area Usage and Study Variables (Low- 
Volume Arterial) 


Independent variable Correlation coefficients 
Nearest upstream area -.028 

Nearest upstream city -.040 

Nearest downstream area | -.144 

Nearest downstream city | .204 

% trucks .265 

Rest area condition 343 

Weigh station 199 


4.3.2. Linear Regression 


Linear regression was employed to develop models that could be used by MDT in estimating rest 
area usage based on the expected mainline traffic. Variables initially considered in the modeling 
process included: 


e X= Weekend/Weekday — (0 for a weekday, 1 for a weekend day) 
e X= Day/Night — Nominal variable (0 during the day, 1 during the night time designated 
as from 10 p.m. to 6 a.m.) 
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e X;3= Nearest upstream rest area — the distance to the nearest upstream rest area facility, in 
miles 

e X, = Nearest upstream city - the distance to the nearest upstream city providing basic 
services 24/7 including parking and restrooms, in miles 

e Xs; = Nearest downstream rest area — the distance to the nearest downstream rest area 
facility, in miles 

e X, = Nearest downstream city - the distance to the nearest downstream city providing 
basic services 24/7 including parking and restrooms, in miles 

e X7= Rest area condition — the overall condition of the rest area facility (1=poor, 2=fair, 
3=good), provided by MDT 

e Xs =% trucks — the proportion of commercial vehicles in the mainline traffic stream 

e Xo = Weigh station — the presence of a weigh station in operation (0 if no, 1 if yes) 

e Xio = Visitor information center — the presence of a visitor information center ( 0 if no, | 
if yes) 


Initially, the researchers intended to establish two separate models for each category of rest area: 
one to determine the percentage of hourly mainline counts entering the rest area and the second 
to determine the percentage of AADT entering the rest area. The model which fit the data best 
would be selected and recommended for use to MDT. During the course of modeling however, 
neither mainline traffic measure provided strong models for estimating rest area usage. 
Consequently, only the results of the hourly mainline entering models are presented in the 
following sections to present the reader with the overall process employed in completing this 
portion of the work. Complete details are provided for the first category (high-volume 
interstate), with brief summaries for the remaining categories provided. 


4.3.2.1. High-Volume Interstate 


As stated in the introduction to this section, linear regression was performed on the raw data for 
each rest area category. The results of this initial analysis produced the following model: 


@© = Y =11.065+.235*X\+.733*X5-.071*X3+.001*X4-.064*X5+.071*X6+0.641*X7+.141* Xe 


The variables X; through Xg in this model correspond to those presented in the previous section. 
The R? value (the coefficient of determination, a relative measure of the strength of the model) of 
0.192 indicated that this was a very weak model. Additionally, several of the variables exhibited 
relationships contrary to the hypotheses of the research team (i.e. nearest upstream and 
downstream rest area distance variables), as discussed in previous sections. 


Based on these initial regression results, it was determined that the overall dataset required more 
verification for unusual observations. To eliminate outliers, observation hours with a percent of 
rest area usage greater than 60 percent were reduced to 60 percent at the greatest. This was done 
out of the view that completely excluding these hours from analysis would bias the results in 
favor of daytime hours. For any hour with a value of greater than 60 percent, that value of 
percent rest area usage was replaced with an average of the hour before and after. For example, 
if a data point at 9 p.m. was found to be above 60 percent, an average of the 8 p.m. hour and the 
10 p.m. hour was found and replaced the 9 p.m. value. This procedure was primarily applied to 
the low volume arterial category, as that data produced the highest number of hours with high 
usage (i.e. low mainline volume with a high number of vehicles entering the rest area). This 
aggregation of data was performed only as part of the regression analysis and was not done for 
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other parts of this research. This alteration of the data did not result in any significant change in 
the high-volume interstate category, as this group did not produce any observations above the 60 
percent usage threshold. 


A second approach applied to the data was the merging of nighttime hours into an averaged 
value (12 midnight-6 a.m.). This was completed to address issues of variability in the data. 
Again, during the nighttime hours, low traffic volumes often led to higher observations of rest 
area usage which were not entirely representative of an average condition. The resulting linear 
regression model for the high-volume interstate category using an averaged 12 a.m.-6 a.m. value 
was: 


@ = Y =11.065+.235*X\+.733*X5-.071*X3+.001*X4-.064*X5+.071*X6+0.641*X7+.141* Xe 


The variables X; through Xg in this model again correspond to those presented earlier. This 
model produced an R square value of 0.259, a slight improvement from the previous model. The 
values of the model constants remained exactly the same, but the p-values (probabilities) were 
slightly different. However, the nearest upstream and downstream rest area distance variables 
were once again found to be insignificant. 


Recall that rest area planners design for a peak hour traffic volume. Therefore, in an attempt to 
further reduce the hourly variation in the data, only the hours during the observed peak period of 
rest area usage were considered. Based on obs ervations made during the characterization 
analyses performed earlier (Section 4.2), the hours between 9 a.m. and 4 p.m. were selected to 
represent the peak period. This removed the day/night study variable, X2 from the subsequent 
model. The resulting peak period model was: 


e Y = 6.134+ 0.053*X; — 0.067*X3 + 0.053*X4 — 0.079*X5 + 0.072* X65 + 1.916*X7 + 
0.305*Xg 


This model produced an R square value of 0.441, a significant improvement from the previous 
models. Given these results, only the peak period data was considered beyond this point. 


The next data consideration was the weigh station variable. It was decided that only the hours in 
which the weigh station was in operation should be given a value of 1. This resulted in the 
exclusion of the weigh stations located at the Bad Route, Broadus, and Troy sites, as these weigh 
stations were only used by law enforcement entities when necessary and not open during data 
collection periods at those sites. Similarly, only one rest area in Montana (Broadus) housed a 
visitor information center; consequently this variable was removed from the analysis. 


In light of the model results related to the distance variables employed, the researchers also 
combined these variables together into two categories. Following these changes, a number of 
new variables were developed, including: 


e Xi; and Xj2= Nearest upstream (shortest of upstream area and upstream city) and nearest 
downstream (shortest of downstream area and city) 

e Xj3 and X\4 = Nearest rest area (shortest of upstream and downstream rest area) and 
nearest city (shortest of upstream and downstream city) 

e X,5= Nearest stopping opportunity (shortest of all distances) 


These changes resulted in the development of three new models. The first model incorporated 
the peak period, nearest upstream and nearest downstream distance variables. The second model 
incorporated the peak period, nearest rest area and nearest city variables. The third model 
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incorporated the peak period and shortest distance variables. The resulting models (in order), 
were: 


e Y=-18.030 + 0.009*X, + 0.145*X1; + 0.159*Xj2 + 3.964*X7 + 0.636* Xs 
e Y=23.441 + 0.037*X, + -0.280*X13 — 0.117* X14 — 0.821*X7 + 0.191* Xe 
e Y=-9.461 +0.019*X, +0.141*X15 + 2.731*X7 + 0.611*X¢ 


Using the nearest rest area and city variables (the second model) provided the highest R square 
value, 0.438; however both distance variables gave negative constants. This suggested that 
usage decreased as these distances increased, contradicting expectations. U sing the nearest 
upstream and downstream distances provided the strongest logical model. T he remaining 
models produced R square values of 0.438 (first model) and 0.322 (third model) respectively. 


It was next considered that the models might be biased to the control stations based on the 
extended data collection at these sites (control stations were collected for approximately ten 
weeks in 2009 while each coverage station were collected for approximately one week). 
Therefore, one week of control station data was selected to match the sample station data in each 
category. 


The week of usage data from the control station was selected by considering a time period 
approximately in the middle of the 2009 data collection effort for all sites in the high-volume 
interstate category. This resulted in a model with only one week of data of control station data 
employed (Greycliff EB): 


e Y = 0.373 + 0.013*X; — 0.069*X3 + 0.025*X4 — 0.043*X5 + 0.071*X6 + 2.510*X7 + 
0.451*X¢ 


This resulted in a mode with an R square of 0.537, once again an improvement. When the one 
week control station count variable was used in combination with the upstream and downstream 
distance variables, the model result was: 


e = Y=-17.451 -0.049*X, + 0.096*X); + 0.128*X 12 3.878*X7 + 0.698* Xs 


In this resulting model, the R square value deteriorated slightly to 0.512. Next, a model was 
developed using the one week control station count variable with the nearest rest area and city 
distance variables. The resulting model was: 


e Y=18.826 —0.006*X, - 0.253*X13 —0.174*X13 — 0.518*X7 + 0.344*Xg 


Once again, the resulting model produced an improved R square value of 0.582. Finally, a 
model incorporating the one week control station count variable and the shortest distance 
variable was developed. The resulting model was: 


e = Y=-9.562 — 0.026*X, — 0.042*X)5 + 2.199*X7 + 0.779* Xe 


This final model produced an R square value of 0.449, a significant deterioration over the results 
of the previous three models. 


Most of the interstate rest areas serve one direction of travel, therefore two rest area facilities are 
often employed at one site. However, four state-maintained interstate rest areas in Montana 
(Anaconda, Bozeman, Bad Route, and Sweetgrass) serve both directions of interstate travel, 
employing one facility at an interchange. These sites showed a lower percent rest area usage 
relative to the other interstate sites due to the combined mainline traffic volumes taken into 
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account as utilizing the site. Therefore, it was hypothesized that removing these sites from the 
regression analysis would improve the results for the two interstate categories. The resulting 
models for the high-volume interstate category incorporating the four distance variables, the 
nearest upstream and downstream distance variables, the nearest rest area and city distance 
variables, and shortest distance variable were as follows: 


e Y = 4.266 + 0.006*X, — 0.049*X; + 0.069*X4 — 0.071*X5 + 0.076*X6 + 4.689*X7 + 
0.158*Xg 

e =Y =-15.763 — 0.023*X1 + 0.136*X11 + 0.144*X12 + 5.929*X7 + 0.479*X8 

e Y =-8.512—0.010*X1 —0.017*X13 + 0.206*X14 + 6.647*X7 + 0.315*X8 

e = Y=-10.345 —0.007*X1 + 0.217*X15 + 6.575*X7 + 0.369*X8 


The resulting R square values for these models were 0.517, 0.498, 0.483 and 0.461, respectively. 
As these values indicate, none of the models was an improvement over previous results. After 
all possibilities to screen the percent usage data were exhausted, the data for the peak period with 
the adjusted weigh station variable was used for remaining modeling. This eliminates any 
potential effects of the night hours on these analyses which would not be considered in design. 
A nominal variable was also introduced to account for the peak period around the midday lunch 
period in which rest area usage was expected to be the greatest (called the lunch peak). Based on 
previous examination of the data, this period was determined to be from 10 a.m. to 12 noon. 


Transformations were next considered in an attempt to increase the R square value of the models. 
Appropriate transformations were selected through a plotting of the respective data and 
developing best-fit lines to the plots. These plots are presented in Figure 4-44, with the resulting 
transformation presented in Table 4-12. 
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Figure 4-44; High-Volume Interstate Transformation Plots 
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Figure 4-44 (cont’d): High-Volume Interstate Transformation Plots 


Table 4-12: High-Volume Interstate Transformations 


Independent variable Transformation 
Nearest upstream area Square 
Nearest upstream city None 
Nearest downstream area | Square 
Nearest downstream city | x*”” 
% trucks ee 
Nearest rest area Square 
Nearest city aad 
Nearest upstream None 
Nearest downstream — 
Shortest a 
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Using the results of the transformation analysis, the statistical software package SPSS was used 
to determine which transformations resulted in significant improvements of the models. The 
criterion used to determine variable significance was based on the p-value (probability) of the 
variable being less than 0.05 and the R square improvement being greater than 0.015. Any study 
variable exhibiting an illogical relationship with rest area usage was removed during this process. 
The final model for estimating rest area usage on high-volume interstates was: 


e = Y=-33.716 + 1.475*(lunch peak) + 16.639*X\4°1?"* + 7.927*X7 + 0.022*X3''*° 


The final model developed for high-volume interstates included the lunch period variable, the 
distance to the nearest city, the condition of the rest area, and the mainline truck proportion. The 
condition had a large effect on the usage, supported by the high value of the coefficient (7.927). 
This was an interesting result given the observations made while performing the 
characterizations of rest areas. An R square value of 0.517 suggested that the model explains 
approximately 51.7 percent of the variability within the data. While this is model is neither weak 
nor strong, it was not believed to be strong enough to warrant being employed to estimate rest 
area usage in the future. 


4.3.2.2. Low-Volume Interstate 


The initial model developed for this category produced an R square of 0.101, suggesting much 
processing of the data in this group was required to produce acceptable models for estimating 
rest area usage for planning purposes. When the night hours were averaged and all values above 
60 percent rest area usage were reduced, the R square of the model improved to 0.184. After 
considering only the peak hours and adjusting the weigh station variable, the R square value 
again increased to 0.271. 


Excluding the rest areas that served two directions of travel, the R square decreased to 0.234, 
suggesting the effects of the two non-dual sites (Bad Route and Sweetgrass) on the data set was 
negligible. This was different than what was observed in the high-volume interstate category, as 
removing single sites in that group increased the R square value significantly. Entering one 
week of data from the control station for this category (Divide SB), the R square value decreased 
to 0.156. T o further improve the models, transformations were performed. These were once 
again determined through a plotting of the variables to select the appropriate transformation to 
apply. The plots employed are presented in Figure 4-45, while the resulting transformations 
applied are detailed in Table 4-13. 
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Figure 4-45: Low-Volume Interstate Transformation Plots 
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Figure 4-45 (cont’d): Low-Volume Interstate Transformation Plots 


Table 4-13: Low-Volume Interstate Transformations 


Independent variable Transformation 
Nearest upstream area Square 
Nearest upstream city ee 
Nearest downstream area | None 
Nearest downstream city | Square 
% trucks Square 
Nearest rest area None 
Nearest city Square 
Nearest upstream Square 
Nearest downstream Square 
Shortest Square 
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The final model developed to estimate rest area usage at rest areas on low-volume interstate 
highways was: 


e Y =-112.539 + 1.579*(lunch peak) + 1.182*X1; — 0.014*X1)" + 1.207*X 12 — 0.015*X 12 
+ 29.415*X7 + 3.863*Xs —0.118*Xs" 


The final model developed for rest areas on low-volume interstates included the lunch peak 
variable, the nearest upstream and downstream distances, the condition of the rest area, and the 
mainline truck proportion. The R square produced by this model of 0.320 s uggested that 
approximately 32 percent of the variability within the data is explained by the model. This 
model was far weaker than those developed for rest areas on high-volume interstates. This result 
was not surprising, as early regression models suggested developing a strong model with the data 
from this category was unlikely. 


4.3.2.3. High-Volume Arterial 


The first regression model created for this category using only the raw data produced promising 
results relative to the other categories, with an R square value of 0.427. However, the statistical 
software being used in the analysis (SPSS) automatically removed three variables due to their 
violation of the tolerance criterion (both downstream distances and the facility condition 
variable). The tolerance criterion is a measure of multi-collinearity, or the phenomenon in which 
two or more predictor variables in a regression model are highly correlated. 


After reducing all rest area usage values below 60 percent, the R square again increased to 0.551. 
After considering only the peak period hours and adjusting the weigh station variable, the R 
square increased to 0.610. Using only one week of data from the control station (Bridger), the R 
square decreased significantly to 0.479. This had a larger effect on this category relative to other 
categories due to the low number of sites in this group. To further improve the models, 
transformations were performed, which are presented in Table 4-14. N one of these 
transformations had a significant effect on the R square value of the resulting model. Therefore, 
the transformations for this category were not considered further (note that the plots used to 
identify the transformation have also been excluded to be concise). 


Table 4-14: High-Volume Arterial Transformations 


Independent variable Transformation 
Nearest upstream area None 
Nearest upstream city Square 


Nearest downstream area _ | x 
Nearest downstream city | Square 


% trucks None 
Nearest rest area ae 
Nearest city Square 
Nearest upstream Square 
Nearest downstream Square 
Shortest Square 


The final model developed for estimating rest area usage on high-volume arterials was of the 
form: 


e =Y=-5.037 + 1.221*(lunch period) + 0.168*X3 + 0.049*X¢ + 4.804*Xo 
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This model included the lunch period variable, the distance to the nearest upstream rest area, the 
distance to the nearest downstream city, and the presence of an adjacent weigh station. It was 
the strongest model developed out of all categories, with an R square value of 0.621, suggesting 
that 62.1 percent of the variation within the data was explained by the model. 


4.3.2.4. Low-Volume Arterial 


The initial model employing raw data produced a weak model, with an R square value of 0.262. 
After reducing the rest area usage values below 60 percent, the model improved significantly 
producing an R square value of 0.417. After considering only the peak period hours and altering 
the weigh station variable, the R square again improved to 0.608. This category included the 
only visitor information center (Broadus), which was removed from the analysis. A fter 
removing the visitor information center variable from the model, the R square decreased to 
0.552. After considering only one week of data from the control station for this category 
(Emigrant), no significant change in the R square value was observed (0.559). To further 
improve the models, transformations were performed. T hese were once again determined 
through a plotting of the variables to select the appropriate transformation to apply. The plots 
employed are presented in Figure 4-46, while the resulting transformations applied are detailed 
in Table 4-15. 
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Figure 4-46: Low-Volume Arterial Transformation Plots 
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Figure 4-46 (cont’d): Low-Volume Arterial Transformation Plots 


Table 4-15: Low-Volume Arterial Transformations 


Independent variable Transformation 
Nearest upstream area Square 
Nearest upstream city Square 
Nearest downstream area | Square 
Nearest downstream city | Square 
% trucks oni 
Nearest rest area Square 
Nearest city Square 
Nearest upstream Square 
Nearest downstream Square 
Shortest Square 
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The final model developed for estimating rest area usage on rest areas on low-volume arterials in 
Montana was of the form: 
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e Y=-27.918 + 1.176*(lunch period) + 0.937*X1; — 0.010*X 1," + 0.170* X12 — 0.001*X 12" 
+ 23.46*Xo + 7.484*X, 008 


This model included the lunch period variable, the distance to the nearest upstream and 
downstream stopping opportunity, the presence of a weigh station, and the mainline truck 
proportion. The model produced an R square value of 0.481, indicating that approximately 48 
percent of the variability within the data was explained by the model. This model, while neither 
weak nor strong, was not considered ideal for recommendation to MDT for use in modeling rest 
area usage at low-volume arterial sites. 


4.3.2.5. Combined Categories 


One additional regression analysis pursued was the combination of the two interstate categories 
together into one dataset. Similarly, the two arterial categories were also combined. T his 
resulted in two data sets with which to investigate the effect of traffic levels on the rest area 
usage models. This increased the amount of data used to create the regression models and held 
the possibility of potentially producing stronger models. 


The model produced by the combined interstate usage data was found to be extremely weak, 
producing an R square value of 0.051. W hile the arterial model produced a much higher R 
square of 0.446, combining categories was eliminated from further consideration based on these 
disappointing results. 


The researchers also considered combining all available data together into one dataset and 
designating discrete variables for the mainline traffic level (0 = low-volume and 1 = high 
volume) and facility type (0 = arterial and 1 = interstate). A fter examining all possible 
combinations of the distance variables included in this research, the value of R square never rose 
above 0.14. Interestingly, the traffic level discrete variable was always found to be significant 
and negative (suggesting the value of percent usage decreases with increase in mainline traffic 
level), while the facility type variable was never found to be significant. 


4.4. Vehicular Dwell Time Analysis 


Another significant aspect of rest area usage is dwell time. Rest area dwell time represents the 
time a vehicle spends utilizing a rest area. Depending on the type of activity performed at the 
rest area, dwell times vary between short and long durations. Consequently, dwell times have a 
direct impact on the parking availability and capacity of a rest area and an indirect impact on the 
number of safe areas for travelers to rest from their interstate and intrastate travel. As dwell 
times increase, the number of available parking spots for subsequent vehicles decreases. Further, 
the number of parking spaces directly contributes to the overall character of the rest area facility, 
as an overbuilt parking lot may create an aesthetically unpleasing atmosphere to users. 


This portion of the research investigated parking dwell times at a sample of three rest areas. The 
aim was to better understand dwell time requirements by rest area users and to examine the 
various factors which may affect the amount of dwell time at rest area parking. This information 
is critical in the planning, design and operation of rest area facilities. 


4.4.1. Vehicular Dwell Time Data 


Three study sites in southwest Montana were selected for this study: the Greycliff rest area on I- 
90 eastbound (EB), the Divide rest area on I-15 southbound (SB), and the Clearwater Junction 
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rest area at the intersection of Montana State Highways 83 and 200. One criterion in the 
selection of the study sites was highway grouping. T his is important in obtaining a 
representative data sample. As such, the study sites included two rest areas on two separate 
interstate highways (functionally classified as rural principal arterials) and one rest area at the 
intersection of two state highways (functionally classified as a rural principal arterial (MT 200) 
and a rural minor arterial (MT 83)). The study sites selected were considered typical of other 
rest areas serving similar highway facilities and locales and thus could be considered generally 
representative of other rest areas in the state. 


Data on parking dwell time at rest areas was collected using surveillance cameras attached to 
high mast mobile trailers, as described in Chapter 3. Manual processing of the collected video 
data was employed to extract field dwell times. As a vehicle entered the parking lot, the time 
was noted (the video data included a timestamp), along with the coded parking space it entered. 
When observed to leave, the time was once again noted for the specific vehicle. The vehicles 
that entered the rest area parking lot(s) were also identified by their type. While video data 
processing utilized the Federal Highway Administration (FHWA) vehicle classification, only 
three vehicle classes were used in the analysis of results: (1) passenger vehicles, which referred 
to smaller vehicles such as automobiles, minivans and pickup trucks; (2) commercial vehicles, 
which referred to trucks and buses; and (3) recreational vehicles (RVs), which referred to motor 
homes, truck campers, and cars towing camping trailers. RVs were recorded as a separate 
category as their dwell time behaviors may differ from commercial vehicles, despite often 
utilizing heavy vehicle parking. 


A total of 5521 dwell time observations were gathered at the three study sites using 19 total days 
of video records. The mean parking dwell time was found to be 23 minutes and 20 seconds at 
Greycliff, 23 minutes and 17 seconds at Divide, and 14 minutes and 15 seconds at Clearwater 
Junction rest areas. It was evident from the data and analysis that the mean dwell times at the 
two rest areas on interstate highways were notably greater than their counterpart rest area located 
on a state highway. In addition to these basic descriptive statistics, further analyses were 
performed to examine other aspects of rest area dwell times. The results of these analyses are 
presented in the following sections. 


4.4.2. Dwell Time by Vehicle Type 


Larger vehicles require larger parking stalls at rest areas. Consequently, it was important to 
investigate parking dwell time at rest areas by vehicle type. Table 4-16 presents the mean dwell 
time, standard deviation, 85" percentile dwell time, and the number of observations for each 
vehicle type at study sites. 
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Table 4-16: Dwell Time Statistics by Vehicle Type 


| | Mean | Std. Dev. 85th Percentile] No. of Obs. | Percentage | 
Greycliff Rest Area 


Divide Rest Area 


Cars| 01340 | 05409 | 01301 | 900 | 72.2 
Clearwater Jct. Rest Area 


The first important observation, which is evident at the three study sites, is the fact that 
commercial vehicles had the greatest mean dwell time, followed by RV’s and passenger 
vehicles, respectively. This may be related to the type of trips made by different vehicle types 
and consequently the different uses of the rest area. Specifically, single unit and multi-axle 
trucks, which constitute the vast majority of commercial vehicles, tend to stay for longer 
durations due to the long hours drivers spend on the road and their need and regulation for rest, 
mandated under Chapter 49 of the Code of Federal Regulations (CFR) Part 395 and administered 
by the Federal Motor Carrier Services Administration of the US DOT. R ecreational trips, 
particularly those using RVs, in many instances tend to be longer trips equating to rest area stops 
of longer duration. S maller passenger vehicles are generally associated with various trip 
purposes and trip distances, and therefore their mean stay at the rest area tends to be shorter. 


The one-way analysis of variance (ANOVA) test was performed and results confirmed that the 
mean dwell times for the three vehicle types were significantly different at the three study sites at 
the 95 percent confidence level. ANOVA provides a statistical test of whether or not the means 
of several groups are all equal, or otherwise different. ANOVA test is useful in comparing three 
or more means. 


The second important observation in Table 4-16 is the overall high standard deviation for the 
dwell times associated with the three vehicle types. The wide range of dwell time observations 
due to the different uses of rest area and thus the large variation are likely large contributors to 
this high standard deviation. This argument is partly demonstrated where the 85" percentile 
dwell time was, in many instances, very close or even lower than the mean value as shown. 


4.4.3. Parking Duration 


As the nature of rest area use has direct implication on parking duration, it was decided to 
classify parking duration into long-term and short-term parking. This was done because it was 
believed that duration paralleled rest area demands and activities by the travelers. For the 
purpose of this work, long-term parking was defined by any vehicle using the rest area parking 
for a duration that was longer than one hour. When duration of use of rest area parking was one 
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hour or less, it was classified as short-term. Table 4-17 presents the mean, standard deviation, 
and 85"" percentile dwell times at the three study sites. 


Table 4-17: Dwell Time Statistics by Parking Duration 


| | Mean |std. Dev.| 85th Percentile| No. of Obs. 


Greycliff Rest Area 


Short term | 0:10:26 | 0:09:02 0:15:54 2682 
Long term | 4:41:34 | 3.4338 | 10:08:05 


Divide Rest Area 


Clearwater Jct. Rest Area 


The mean dwell time for short-term parking varied between 8 minutes and 37 seconds and 10 
minutes and 26 seconds. These values suggest there were not many observations for extended 
periods of time below one hour (e.g. vehicles present for 30+ minutes). On the other hand, the 
mean dwell time for long-term parking varied between 4 hours and 41 minutes and 5 hours and 
26 minutes. These values were remarkably higher than their counterparts of the short-term 
parking, which confirmed the two distinct duration hypothesis, and lends itself to analysis into 
different uses of rest areas commensurate with each duration subset. The t-test results confirmed 
that the mean dwell time for long-term parking was significantly higher than that of the short- 
term parking at the three study sites at the 95 percent confidence level. The standard deviation 
for long- and short-term dwell times at all study sites was relatively high, demonstrating a high 
variability in parking dwell times within each data set. 


Another important observation in Table 4-17 was the lower percentage of long-term parking at 
the rest area located on a state highway compared with the two rest areas that were located on 
interstate highways. This may suggest the nature of interstate trips differ from those on other 
arterials in terms of trip length, distances between stopping opportunities, and percentage of out- 
of-state and non-local traffic, with commensurate demand for parking differing at each site by 
functional class. 


Table 4-18 presents the breakdown of dwell time by parking duration and vehicle type at the 
three study sites. Two distinct and important trends were exhibited by the figures included in 
this table. First, commercial vehicles (long distance trucks) were more apt to park long-term at 
rest areas when compared with cars and RV’s. This was true at all study sites, with heavy 
vehicle long-term parking constituting approximately 17% at the Greycliff and Divide rest areas 
and 7% at the Clearwater Junction rest area. As discussed earlier, this was believed to be related 
to the long hours truck drivers spend on the road and their selection of rest areas for mandated 
rest time. On the other hand, much smaller percentages of long-term parking versus short-term 
parking were observed for cars and RV’s, with values ranging between 1% and 5% at the three 
study sites. Another important trend was that the percentage of long-term parking for 
commercial vehicles at the Clearwater Junction site was much lower than that at the other two 
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study sites. This trend enforces the previous observation about rest areas on interstate highways 
witnessing a higher percentage of long-term parking due to the different traffic mix by trip type. 


Table 4-18: Dwell Time by Vehicle Type and Parking Duration at Study Sites 


ee ————eeeEEe Clearwater Jct. 
Short term] Long term | 
aa ee 
0:09:29 | 4:15:44 | 0:0826 | 5:02:38 08:13 
0:07:55 44633 | 0:07:23 
(aes ae DE 1079 


57 
97.3% 99.0% 
[Commercial Vehicles | | aa 
Mean 28 0:11:42 0:12:20 
Std Dev. 56 0:1027 | 3:59:19 | 0:10:29 
No. of Obs. 290 59 Al 168 
16. 


jo) 


j=) 


=a 
% 83.1% 93.0% 
oe el a 
0:13:34 0:07:31 
0:12:45 | 23123 | 0:0737 
3 178 
5.2% 98.0% 96.0% 


4.4.4. Dwell Time by Day and Night 


Parking dwell time at rest areas may exhibit different patterns during day versus night. This is 
based on the premise that day and night trip characteristics may vary and thus the nature of the 
rest area use would also vary. Table 4-19 presents the general dwell time statistics for rest area 
parking by day and night at the three study sites. 


Table 4-19: Dwell Time by Day and Night at Study Sites 


| | Mean | Std. Dev. [85th Percentile| No. of Obs. 


Greycliff Rest Area 
0:13:50 | 0:37:23 0:17:45 2543 
1:51:54 |__3:14:52 4:55:18 


Divide Rest Area 


Percentage 83.1 


iE 


Percentage 9 


Nighttime observations were less than 10% of total observations at the three study sites due to 
the lower mainline traffic levels. As clearly shown in this table, average dwell time during the 
day was significantly shorter than that during the night. A t-test was conducted, and results 
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confirmed that the mean dwell time during the night was significantly longer than during the day 
at each of the three study sites. Further, the mean nighttime dwell time at Clearwater Junction 
was significantly less than that at the Greycliff and Divide rest areas. This dwell time reduction 
was mainly attributable to the lower percentage of long-term parking that takes place at this rest 
area. The dwell time standard deviations at all study sites were relatively high, suggesting a 
large variation in parking dwell times. This was somewhat expected as the dwell times used in 
this analysis involved both short and long-term parking. 


Figure 4-47 illustrates the average dwell time broken down by day and night and vehicle type at 
the three study sites. The three graphs are consistent in showing that mean dwell time during 
nighttime was much longer than that during daytime for all vehicle types. Only one exception to 
this rule can easily be identified in this figure: RV mean dwell times during the night. The trend 
of mean values was inconsistent across the three sites as well as in comparison to dwell times 
during the day. This may largely be explained by the very small sample size for RV’s during 
night hours. 
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Figure 4-47: Mean Dwell Time by Day and Night and Vehicle Type at Study Sites 
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A more detailed breakdown of dwell time by vehicle type, day versus night, and parking duration 
is shown in Figure 4-48. 
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Figure 4-48: Mean Dwell Time by Vehicle Type, Day and Night, and Parking Duration at 
Study Sites 


With regard to short-term parking, two general trends can be discerned in this figure. First, the 
dwell time during the day is longer than the dwell time during the night with the exception of 
commercial vehicles at the Divide and Clearwater Junction rest areas, where the dwell time 
during the night was slightly higher than during the day. Second, the dwell time for commercial 
vehicles tended to be longer than that of cars and RV’s at the three study sites. The latter trend 
was somewhat expected as it may take longer time for commercial vehicles to move in and out 
from a parking stall, which is expected to be an issue only with short-term parking. With regard 
to long-term parking, no consistent trends were applicable to all three study sites. This may be 
partly attributed to the small sample size during the night, especially for RV’s, and to a lesser 
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extent for commercial vehicles. However, the two rest areas on interstates showed longer dwell 
time during the night compared to that during the day. This was an expected result, as 
commercial vehicles (and passenger vehicles as were sometime observed) typically converge on 
rest areas for extended duration stops during the night. Vehicle type does not exhibit any distinct 
trend with regard to long-term parking dwell time. 


4.4.5. Dwell Time Daily Variation 


Figure 4-49, Figure 4-50, and Figure 4-51 present the variation in mean dwell time by time of 
day for the short-term and long-term parking at the Greycliff, Divide and Clearwater Junction 
rest area sites. 
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Figure 4-49: Mean Dwell Time Daily Variation by Parking Duration at Greycliff Rest Area 
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Figure 4-50: Mean Dwell Time Daily Variation by Parking Duration at Divide Rest Area 
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Figure 4-51: Mean Dwell Time Daily Variation by Parking Duration at Clearwater 
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It is important to mention here that dwell times were assigned to the hour within which the 
vehicle arrives, and that all arrivals within the specific hour are associated with the start of the 
hour. For example, the average dwell time for 10:00 a.m. represents the mean value of all dwell 
times for vehicles that arrived between 10:00:00 and 10:59:59. 


For short-term parking, dwell time at the Greycliff site varied in a relatively small range between 
8 and 12 minutes for the most part throughout the day except between midnight and 4:00 a.m. 
During this four-hour period, there was a noticeable decline in dwell time between midnight and 
2:00 a.m., with the mean dwell time reaching about 5 minutes at 2:00 a.m. followed immediately 
by a noticeable increase in dwell time exceeding 15 minutes at 4:00 a.m. This may partly be 
explained by the small sample size during these hours, which normally leads to a higher 
fluctuation in the mean dwell time value. 


At the Divide site, a spike in dwell time was observed during the | a.m. hour, and fluctuations in 
mean dwell times occurred until 9 am. After 9 a.m., dwell times averaged between 8 and 12 
minutes until 6 p.m., after which time no discernable trends were observed. Similarly, the 
Clearwater Junction site saw a spike in short term dwell times during the early a.m. hours, 
followed by a range of 8 to 10 minute dwell times between 8 a.m. and 6 p.m. After 6 p.m., slight 
fluctuations in dwell times were observed. 


With regard to long-term parking, more variation in dwell time was observed to occur 
throughout the day in comparison to short-term parking. At the Greycliff site, it is clear in 
Figure 4-49 that there was only one major peak in dwell time during the day. This peak period 
began at 6:00 p.m. and ended around midnight. During that period, there are dwell times that are 
in excess of 6 hours, which is notably higher than the mean dwell time for long-term parking at 
Greycliff of 4 hours and 41 minutes as discussed previously. Much lower values for dwell time 
were observed between 5:00 a.m. and 4:00 p.m., with most values falling in the range between 1 
and 2 hours. 


The Divide rest area exhibited similar trends to the Greycliff site, with dwell times increasing 
markedly after 6 p.m. Interestingly, the average dwell time of vehicles arriving during the 8 p.m. 
hour was observed to exceed 12 hours. The reason for this extensive duration was not 
immediately clear. Finally, the Clearwater Junction site also showed an increase in dwell times 
after 6 p.m. Throughout the day, long-term dwell times tended to fluctuation, as they did at the 
Divide rest area. 


4.4.6. Dwell Time by Day of Week 


A final aspect of dwell time of interest in this work was how mean times may have varied 
throughout the week. For example, it might be the case that mean dwell times on weekends were 
higher, as more recreational traffic was stopping at a rest area while en-route to their 
destinations. Figure 4-52 presents the variation in average dwell time by day of week at the three 
study sites. 
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Figure 4-52: Mean Dwell Time Variation by Day of Week at Study Sites 


The average dwell time in this figure includes both long-term and short-term parking. It is 
important to mention that the Greycliff daily average curve is truncated as there was only five 
days worth of dwell time data at this site. No clear pattern can be discerned from this figure, as 
the three series show different variations by time of day. This lack of a common trend between 
sites further underscores the potential for different rest areas to serve different trip purposes and 
characteristics based on a variety of factors, including route type and trip purpose. 


4.5. Water Usage Analysis 


A final, critical aspect of rest area usage examined by this project was water usage at rest areas. 
Water usage is an important aspect to rest area design and planning for two reasons. First, the 
amount of fresh (potable) water being used by rest area patrons has direct implications on the 
design of the wells employed at remote rest area locations. Second, the amount of water being 
used by rest area patrons serves as aproxy for the amount of wastewater being generated by 
those patrons. Previous research (Griffin and Yan, 2003) has shown that a nearly direct 
relationship between clear water use and wastewater generated exists at rest area sites (i.e. a 1:1 
relationship, where 1 gallon in equals 1 gallon out). Consequently, this same assumption was 
employed in the work conducted here. The amount of wastewater generated has direct 
implications on the selection and design of wastewater treatment systems for rest areas where 
connection to city sewer systems is not an option. 


In order to determine water usage per patron, two pieces of information were collected by MDT. 
First, door count data was collected using electronic counters installed at the entrance of all state- 
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maintained rest areas. Second, water meters were also installed at all state-maintained rest areas 
in a location where only the water flow to the rest room facilities is measured. This was done to 
ensure that extraneous water usage at the sites, such as that of sprinkler systems, was not 
collected and attributed to patrons. Each morning, the data collected by each of these systems 
was recorded by MDT maintenance personnel at all rest areas. 


The current edition of the AASHTO guide on rest area planning and design indicates the volume 
of water used per person at arest area is approximately 3.5 gallons, as indicated by equations 
employed in calculated water usage for a site. Additionally, this equation includes a user- 
specified volume of gallons used per employee (assumed to be used in cleaning rest area 
facilities). While the source of the value is not explicitly stated, the value of 3.5 gallons per 
patron appears to be based on national averages. When these averages were developed is not 
specified, but it is reasonable to conclude that they were developed in an era which predates low 
flow water fixtures. With low-flow toilets being installed at newly constructed rest areas, these 
estimates are likely to be outdated and therefore not applicable to future rest area design in 
Montana. Consequently, an understanding of the wastewater generated per patron will assist 
MDT in determining whether AASHTO guidance still applies to rest area wastewater systems in 
the state, or whether a different approach should be taken in the future. 


4.5.1. Patron/Door Count Correlation 


Patron count data is a necessary input in determining wastewater treatment system capacity as 
well as the required number of restroom stalls at a rest area facility. Of interest to this research 
were figures related to water usage, and, consequently, wastewater generated per patron at 
Montana rest areas. Door counts of rest area patrons entering and exiting the rest room at each 
rest area examined in this research were collected by MDT, as previously discussed. However, 
the counts collected by the devices employed at restroom doorways required manual verification 
to determine the relationship between the actual number of patrons using the rest area and the 
door counts recorded using the automated counters. The reason behind this verification is the 
assumption that, sometimes, more than one person may enter or exit the rest area during the same 
door opening (especially when patrons come in groups). In order to verify this assumption, field 
data was collected at four rest area sites as discussed in Chapter 3. Using this data, a correlation 
factor between the number of patrons using the rest area facility and the door counts being 
recorded by MDT could be determined. It was anticipated that the factor would be close to two, 
suggesting the majority of patrons enter and exit the facility individually. As the results of Table 
4-20 indicate, this proved to be correct, as the correlation factor at each of the sites examined 
was approximately 2.0. As a result, dividing the counts recorded by the automatic door counters 
by two would provide a good approximation of the number of patrons using the rest area 
facilities and was used in the analyses discussed in the next section. It is believed that the slight 
portion of these factors above 2.0 is attributed to multiple patrons (i.e. a parent and child) 
entering and/or exiting a rest area building simultaneously. 


Table 4-20: Patron/Door Count Correlation Factors 


Site # of entries/exits # of patrons Factor 
Anaconda 230 112 2.05 
Bozeman 498 245 2.03 

Divide southbound 155 #1 2.01 
Greycliff eastbound 197 98 2.01 
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4.5.2. Patron/Vehicle Correlation Analysis 


Many aspects of rest area design rely directly or indirectly on vehicle counts. One indirect use of 
vehicle count data is a determination of the number of patrons using the rest area per vehicle. 
Such information may be employed in the sizing of rest area facilities, from the size of the 
overall building(s) to specifics such as restroom fixtures. Therefore, the relationship between the 
number of vehicles and the number of patrons observed entering restrooms was established by 
this work. 


Data from the manual site observations collected and used in the patron/door count correlation, 
along with the corresponding rest area traffic data collected concurrently were used to determine 
the rate of patrons per vehicle using arest area. The calculated rate was simply the number of 
patrons using the rest area based on the number of vehicles entering the rest area. For this 
analysis, traffic data were only available from the two control stations at the time of the patron 
observation data collection. These sites were Divide southbound and Greycliff eastbound. The 
approximate patrons to vehicles rates for these two sites are provided in Table 4-21. 


Table 4-21: Patrons per Vehicle at Divide and Greycliff Rest Areas 


Site # of patrons | # of vehicles Patrons-to-Vehicles Rate 
Divide southbound 77 20 1.46 
Greycliff eastbound 98 13 1,35 


The rate at the Divide southbound site was approximately 1.46 patrons per vehicle, while at the 
Greycliff eastbound site this rate was approximately 1.35 patrons per vehicle. Due to the lack of 
corresponding traffic data at the two sites on non-interstate arterials, a rate for this facility type 
has not been presented. However, using available traffic and door count data from the control 
stations at Emigrant and Bridger, the average patrons-to-vehicles rates at these sites could be 
calculated. Results found those rates to be 1.78 and 1.44, at Emigrant and Bridger, respectively. 
The value for Emigrant was expected to be slightly higher due to the recreational nature of the 
mainline facility (US-89), as it services the Gardiner entrance to Yellowstone National Park. 


4.5.3. Water Meter Data Processing and Analysis 


Based on the correlation analysis results, the door counts provided by MDT were divided by two 
to obtain the number of patrons, assuming that the majority of patrons enter and exit the rest area 
individually and that each person enters and exits the facility once. With a figure of daily 
patrons visiting each rest area, a calculation of the amount of water used and wastewater 
generated per patron could be made. This was accomplished by dividing a specific day’s water 
meter reading by the number of patrons at the rest area for that day. 


Of course, with a data collection effort as extensive in scope and duration as that pursued here, 
counter errors and malfunctions were to be expected. During the course of the analysis, suspect 
water meter data was observed at the Culbertson, Hardin WB, Mosby, Troy and Vandalia rest 
areas. In examining general data trends, it became evident that water usage at these rest areas 
was abnormally small or large in values and their inclusion may introduce a bias into the results 
of water usage analysis. Consequently, the data collected at these sites were excluded from the 
analysis. 


In other cases, data collected at various rest areas indicated that a short term counter or meter 
malfunctions had occurred or there had been an error in recording and/or reporting the readings. 
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Regardless of the error, such data points needed to be identified and addressed in order to ensure 
they would not affect or skew the overall results and conclusions related to water use and 
wastewater generated. To identify potential errors/outliers, a range of three standard deviations 
above and below the average for each site was designated as the acceptable range of values to 
employ in this work. Any values outside of this range were deemed outliers and removed from 
further analyses. Once the data set had been verified and processed, the requisite descriptive 
Statistics representing water usage and wastewater generated for each rest area category were 
developed. These descriptive statistics are presented in Table 4-22. 


Table 4-22: General Statistics for Water Usage per Patron 
Mean Median Mode Standard 
(gal/patron) | (gal/patron) | (gal/patron) | Deviation 

(gal/patron) 
Interstate 1.45 1.24 Z 0.96 
Arterial 1.46 1225 1 0.78 
Overall 1.45 1.24 2 0.93 


As the table indicates, the overall average water usage per patron at all rest areas collectively was 
approximately 1.45 gallons per patron, with a standard deviation of 0.93 gallons per patron. 
Interstate rest areas showed an average of 1.45 gallons per patron, with a standard deviation of 
0.96 gallons per patron. Arterial rest areas showed an average of 1.46 gallons per patron with a 
standard deviation of 0.78 gallons per patron. The standard deviations suggest some variation 
within the water use data. The percentiles were all found to be similar, with the 85" percentile 
ranging between 2.36 and 2.53, the 90" percentile ranging between 2.58 and 2.84, and the 95" 
percentile ranging between 3.00 and 3.32. Differences in use may be directly related to the age 
and condition of the rest area. Newer rest areas are more likely to employ low flow water 
fixtures, whereas older facilities that have not been recently reconstructed or remodeled may 
employ older, high flow fixtures, leading to this difference. Of specific interest to this work is 
that rest areas on both facility types (interstate and arterial) exhibited similar values of water 
usage per patron, suggesting facility type may have a negligible impact on water 
usage/wastewater generation at rest areas. 


Based on the results of this analysis, it is evident that water use and wastewater generated at 
Montana rest areas is generally on the order of 1.5 gallons per patron. Consequently, the figure 
employed by AASHTO, 3.5 gallons of water used per rest area patron, appears to be a large 
overestimation when applied to Montana. When one considers that the AASHTO guidance 
requires a separate addition of the water used by employees in cleaning the rest area, it is clear 
that a value of over 3.5 gallons, compared to 1.5 gallons in Montana (which includes the water 
used in cleaning) is a gross overestimation. Of course, the ultimate value employed will need to 
conform to the requirements set forth by the Montana Department of Environmental Quality 
(DEQ) for the design of such systems, specifically wastewater treatment systems at sites where 
city sewer access is not available. 


4.6. 


This chapter examined rest area data from various perspectives, including usage characterization, 
development of models to estimate usage, examination of dwell time trends, and determination 
of water usage and wastewater generation at Montana rest areas. R est area usage 
characterization derived general usage statistics, examined the effect of several variables on rest 


Chapter Summary 
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area usage, and established the time-of-day and day-of-week variation in rest area usage. The 
major findings of this portion of the work were that the average rest area usage for the different 
highway categories varied in the range between 8.4 percent and 12.3 percent of mainline traffic 
entering the rest area. The overall usage average was approximately 10 percent and the overall 
85" percentile is around 15 percent of mainline traffic entering the rest area. The high-volume 
interstate category produced data most consistent with the research hypotheses concerning the 
effect of rest area condition and percentage of trucks on rest area usage. This was the category 
that included the highest number of rest areas investigated by this research (18 out of 44). The 
relatively uniform conditions along interstate highways may explain this observation. 


The presence of weigh stations in operation was found to result in a remarkably increased 
demand at two of the three rest area study sites. No definite reason was found to explain the 
inconsistency between the sites. While the work identified two peaks during the day for the 
percentage of mainline traffic using the rest area, vehicular counts at rest areas showed only one 
peak around mid-day. Therefore, the mid-day period should be considered in the planning and 
design of rest areas facilities. For three of the four rest area categories investigated (40 out of 44 
rest areas), the average rest area usage during the mid-day period varied roughly in the range 
between 13 percent and 17 percent of mainline traffic. 


Following the characterization of rest area usage, linear regression was employed to model rest 
area usage at high and low-volume interstate sites, as well as high and low-volume arterial rest 
areas. As aresult of this work, the final regression models developed for each category were: 


e High-Volume Interstate: 
0 Y=-33.716 + 1.475*(lunch peak) + 16.639*X,4°'?"8 + 7.927*X;7 + 0.022*X "6 
o R°=0.517 

e Low-Volume Interstate: 


Oo Y = -112.539 + 1.579*(lunch peak) + 1.182*X, — 0.014*X1)7 + 1.207*Xy2 — 
0.015*X19° + 29.415*X7 + 3.863*X s — 0.118* Xs 


o R°=0.320 

e High-Volume Arterial: 
Oo Y=-5.037 + 1.221*(lunch period) + 0.168*X3 + 0.049*X, + 4.804*X5 
o R=0.621 

e Low-Volume Arterial: 


oO Y = -27.918 + 1.176*(lunch period) + 0.937*X11 — 0.010*X11" + 0.170*X12 — 
0.001*X 12 + 23.46*Xo + 7.484*X 504048 


o R’=0.481 


The high-volume arterial category produced the best performing model, as evidenced by the R 
square value of 0.621. The low-volume interstate category produced the weakest model, with an 
R square value of 0.320. This was anticipated given the low R square values observed during 
initial modeling efforts for this category. The intercepts in all models developed were negative, 
which was anticipated given the variables investigated in this study were all expected to result in 
an increase in rest area usage (positive constants). 
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The high-volume arterial model used the four separate distance variables while the other three 
models developed used combined distance variables (upstream and downstream, nearest area and 
city, or shortest distance). The models developed for the low-volume interstate and arterial 
categories included the upstream and downstream variables, while the model for the high volume 
interstate category included the nearest city variable, while the high-volume arterial used only 
the nearest city distance variable. 


As anticipated, the models developed did not have a strong R square value due to the nature of 
the previous characterization of rest area usage. The low volume interstate category in particular 
provided many challenges. Based on this, more research may be needed regarding the modeling 
of rest area usage estimation. Also, statistical modeling techniques other than linear regression 
should be investigated. Based on the results of the modeling efforts described in the previous 
section, no model was viewed to be strong enough to warrant being employed by MDT to 
estimate rest area usage in the future. Rather, an alternative approach regarding future usage 
guidance was necessary. This will be discussed in the next chapter. 


A number of important findings were made by the dwell time portion of the work. First, the 
overall mean dwell time at the three study sites, among all vehicle types, varied roughly between 
14 and 24 minutes. This finding is similar to the guidance provided by AASHTO (AASHTO, 
2001), which recommends a value of 15m inutes (passenger vehicles and 20 minutes 
(commercial vehicles) be employed for dwell time in rest area planning. When examined by 
vehicle type, it was evident that commercial vehicles had the greatest mean dwell time followed 
by RV’s and cars, respectively. This was believed to be related to the type of trips made by the 
different vehicle types and consequently the different demands and uses of the rest area. 


Examination of dwell time by parking duration found that mean dwell times varied roughly 
between 8 and 11 minutes for short-term parking (at or below 1 hour) and between 4.5 and 5.5 
hours for long-term parking (above 1 hour). When data were separated by day and night, 
average dwell time during the day was found to be significantly shorter than that during the 
night. General trends further verified that short-term parking dwell time during the day was 
longer than its counterpart during the night with the exception of commercial vehicles’ dwell 
time at Divide and Clearwater Junction rest areas. Variations in mean dwell times by time of day 
for short-term and long-term durations indicated that short-term parking duration varied in a 
relatively small range between 8 and 12 minutes throughout the day. Long-term parking 
exhibited more variation in dwell time throughout the day compared to short-term parking, with 
peak dwell times occurring between 6:00 p.m. and midnight. 


In examining water usage and wastewater generated at Montana rest area sites, it was found that, 
on average across all rest area sites, water usage was approximately 1.5 gallons per person. 
Water usage at interstate rest areas was approximately 1.45 gallons per person, while arterial rest 
areas saw water usage of 1.46 gallons per person. R egardless of the category employed 
(interstate, arterial, overall), water usage was found to be significantly lower than the value of 
3.5 gallons per persons recommended by AASHTO for rest area planning purposes. 
Consequently, MDT may reconsider the usage values it employs in its planning efforts, at its 
discretion. This value would need to be applied to the level of traffic and rest area usage 
ultimately expected in the future and will also need to conform to the requirements set forth by 
the Montana DEQ for the design of water and wastewater systems. 
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5. PRACTICAL GUIDELINES ON REST AREA USAGE ESTIMATION IN 
MONTANA 


The current project investigated various aspects of rest area usage in the state of Montana. To 
the extent practical, the research team tried to investigate some of the variables that were thought 
to affect rest area usage, using data that was collected in the field or acquired from the Montana 
Department of Transportation. The analyses included in Chapter 4 showed that the selected 
aspects of usage varied in abroad range and that the variables investigated in this research 
project only explain some of the variation in rest area usage. Specifically, variables such as trip 
length, trip purpose, and traffic composition (local versus non-local drivers) may affect the 
percentage of traffic using arest area, yet were not investigated by this project, primarily for 
reasons related to data availability and required resources. However, given the extensive amount 
of data collected in this project, this research offers valuable guidance to rest area usage in rural 
areas supported by extensive empirical observations. The value of this guidance is particularly 
evident given the limited research on rest area usage modeling, particularly for rural states. 
While valuable knowledge founded on p ractical experience exists among practitioners, this 
information is not available in a format for widespread use by the professional community. 


This chapter utilizes the major research results presented in the previous chapters and expands 
the analyses on specific rest area usage aspects to offer some practical guidelines for rest area 
usage estimation in Montana. 


5.1. | Overall Usage at Rest Area 


Table 5-1 provides a summary of the descriptive statistics for traffic usage that were discussed in 
Chapter 4, with additional statistics combining the data from the interstate and non-interstate 
facilities. Traffic usage is expressed as the percentage of mainline traffic stopping at the rest 
area. For dual interstate sites, the percentage applicable to specific direction of travel was used. 


Table 5-1: Rest Area Usage Observations: Summary Statistics 


Mean | Median} Mode | Standard} go‘ gst 90 95th Range 


Deviation| Percentile | Percentile| Percentile] Percentile 


High-Volume Interstate 


| 909 | 9 | 645 | 15.25 { 1558 [| ist | 


—_— Interstate 


| 769 | os { 72 | isoi { 13.76 [ 1568 | 19.03 | 0-100 | 


High-Volume aan 


Pre Ts [7 | 6 | 1737] me | 25 | o3sa | 


Low-Volume Arterial 


13.39 25.07 


Interstate 


PE EE EL CSC 


Overall 
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As shown in Table 5-1, the rest areas in the low-volume arterial category are associated with 
higher mean rest area traffic usage and standard deviation compared with the other three 
categories. This is also applicable to the percentile usage values. For the other three categories, 
the mean rest area usage and standard deviation are relatively close to one another. 


An important issue that should be discussed here is the data collected at rest areas in the high- 
volume arterial category. While selected based on traffic level and highway class, this category 
included only four rest areas that did not share many other similar attributes. It was observed 
that the rest area usage at Bridger (the control station for the group) was notably lower than that 
at the other three rest areas, which could be related to the highly seasonal and recreational traffic 
on US Route 310. F urther, two of the four rest areas in this category are adjacent to weigh 
station facilities that may have an influence on rest area usage (induced demand). On the other 
hand, the low-volume arterial category involved a higher number of sites that are considered 
more uniform or homogeneous. Therefore, there is a strong reason to believe that traffic usage 
observations at rest areas in the low-volume category are more representative of rest areas on 
arterials in general than those collected from rest areas in the high-volume category. 


One other important observation about Table 5-1 is the wide range of rest area usage 
observations, especially at those locations on low-volume interstate and arterial categories. 
These are believed to be observations from the very low volume off-peak periods, especially 
after midnight and during the early morning hours. From a practical standpoint, rest area usage 
during these very low-volume periods has less significance in the planning and design of rest 
area facilities. Therefore, it may be more meaningful if the values in Table 5-1 are reproduced 
using the mid-day peak period, as the usage during this period is what matters most in the 
planning and design of rest area facilities. Table 5-2 shows the rest area traffic usage descriptive 
statistics for the peak daytime period between 9:00 a.m. and 4:00 p.m. 


Table 5-2: Descriptive Statistics for Rest Area Traffic Usage Between 
9:00 a.m. and 4:00 pm. 


Mean | Median 


Deviation] Percentile| Percentile] Percentile| Percentile 


| 1145 | 1086 | 9 | 648 | 15.25 | 1662 | 19.36 | 2438 |1.12-36.91| 
| 10.36 | 983 | 9 | 455 | 1401 | 15.06 | 1636 | 17.87_|2.09-29.52 
| 13.36 | 11.74 | 6 | 763 | 206 | 2241 | 22.41 | 24.34 |1.37-35.84] 
| 16.17 | 1138 | 7 | 1264 | 2268 | 2857 | 35.51 | 46.59 |1.20-59.74] 
| 1102 | 1042] 9 | 582 | 1473 | 1601 | 17.72 | 22.56 
| 15.39 | 1146 [ s | 1152 | 2136 | 25.63 
L124 | 107 | 9 | 832} 15.98 | 18.32} 22.25 
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Excluding off-peak hours has resulted in lower variation in rest area usage and a more realistic 
range of usage values, as shown in Table 5-2. The percentages of mainline traffic using the rest 
areas are generally higher during the peak period, which is evident in all of the four categories of 
rest areas. 


Upon careful examination of this table, it may be reasonable to suggest that using 16 percent of 
the interstate mainline peak traffic as a baseline rest area traffic usage will ensure that the rest 
area design will accommodate the peak mid-day traffic around 85 percent of the time. Similarly, 
using a baseline rest area usage of 25 percent at rest areas on arterials will accommodate the peak 
mid-day traffic slightly less than 85 percent of the time. The latter recommended value is 
slightly lower than the 85" percentile due to the high variation in usage observations associated 
with rest areas in the low-volume arterial category. 


Guideline #1: In rest area design, a baseline rest area usage of 16% and 25% of mainline peak 
traffic may be used at rest areas on interstate highways and rural arterials, respectively. This 
roughly corresponds to the 85" percentile rest area traffic usage. A more conservative design 
may adopt a higher percentile value. 


5.2. | Heavy Vehicle Usage 


In discussing bus and commercial vehicle usage at rest areas in Chapter 4, the mainline 
proportion did not exhibit a consistent relationship with the percentage of rest area usage. 
Therefore, a more in-depth analysis was performed on the three control stations for which actual 
mainline truck proportion data was available (Divide SB, Emigrant, and Greycliff EB). The 
average percentage of trucks at the Emigrant rest area was found to be very low (around 3.1%) 
and as such, using this site may not be appropriate to show the effect of commercial vehicles on 
rest area usage. Using data from the respective mainline ATRs, the mainline truck proportion 
was compared to the percentage of rest area usage by hour. The results of this analysis at the 
Greycliff EB and Divide SB rest areas are presented in Table 5-3. 


Table 5-3: Mainline Truck Proportion vs. Percent Rest Area Usage (all acid 


% Buses and 0 to 10 10 to 20 20 to 30 30 to 40 
Commercial Vehicles 


Greycliff Eastbound (2009 average % trucks = 22.9%) 


eRestAreaUsage [8 [103 [98 | ms | 145 _| 
Divide Southbound (2009 average % trucks = 22.2%) 
% Rest Area Usage 


A careful examination of Table 5-3 shows that rest area usage slightly declines with the increase 
in the percentage of buses and commercial vehicles up to around 30 percent and then starts to 
increase again when the percentage of buses and commercial vehicles reaches 40 percent or 
higher. It is suspected that the increase in usage associated with the high commercial vehicle 
percentage is related to off-peak late night and early morning hours. E xamination of the 
respective data has confirmed this observation, as shown in Figure 5-1. 
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Figure 5-1: Daily Variation in Mainline Percentage of Trucks at the Greycliff EB and 
Divide SB Rest Areas 


Based on the patterns shown in Figure 5-1, it was decided to exclude the off-peak period from 


the analysis. 


commercial vehicle percentages for the period between 8:00 a.m. and 8:00 p.m. 


Table 5-4 shows the rest area usage for various levels of mainline bus and 


Table 5-4: Mainline Truck Proportion vs. Percent Rest Area Usage (8 a.m. — 8 p.m.) 


% Trucks 


0 to 10 


10 to 20 


20 to 30 


30+ 
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% Rest Area Usage 


10.1 


11.0 


10.8 


Divide Southbound (2009 average % trucks = 19.4%) 


% Rest Area Usage 


12.7 


12.4 


11.0 


14.3* 


Western Transportation Institute 


*This value came from only 8 observations. 


Page 120 


Montana Rest Area Usage Guidance 


Table 5-4 shows that there is no clear trend related to the effect of buses and commercial 
vehicles on the rest area usage. The increase at Divide SB associated with the high truck 
percentage is based on a few observations and therefore cannot be treated with certainty. Based 
on the values presented in Table 5-4, it is reasonable not to adjust rest area usage based on 
daytime truck percentage. 


Guideline #2: There is no need to adjust the baseline rest area usage (percent of mainline 
traffic) for the peak daytime period based on the overall percentage of buses and commercial 
vehicles in the mainline served by the rest area. 


To further examine this trend, the average bus and commercial vehicle proportion was calculated 
during the designated peak period (9 a.m. - 4 p.m.) and compared to the overall average truck 
proportion, presented in Table 5-5. This analysis proves the truck proportion increases 
significantly during off-peak hours. 


Table 5-5: Mainline Truck Proportion vs. Percent Rest Area Usage 


Site Peak Period % Overall % Peak-to- Night | Night-to- 
Buses and Buses and overall ratio hours overall 
Commercial Commercial (12 a.m. ratio 
Vehicles Vehicles — 6a.m.) 
Divide SB 12.5 22.2 0.563 35.5 1.601 
Emigrant 2D. 3.0 0.743 6.4 2.14 
Greycliff EB 14.7 22.4 0.655 309 1.603 


Based onthe percentages of trucks presented in Table 5-5, it would be reasonable to use 70 
percent of the overall bus and commercial vehicle percentage for the highway served by the rest 
area in determining the number of truck parking stalls required at a particular rest area. This 
estimation is relatively conservative as, at most sites investigated by this study; it exceeds the 
actual number of trucks using the rest area during the peak design hours. This is especially true 
for rest areas that are located at highways that belong to the low-volume interstate and arterial 
categories. 


Guideline #3: For planning and design purposes, it is reasonable to assume the percentage of 
buses and commercial vehicles during the daytime design peak period and the nighttime off-peak 
period as equivalent to 70 percent and 200 percent of the overall bus and commercial vehicle 
percentage for the mainline served by the rest area respectively. In this research, the former 
period corresponds to the period between 9:00 a.m. and 4:00 p.m. while the latter period 
corresponds to the period between midnight and 6:00 a.m. 


As parking stalls for commercial vehicles are different from those used for smaller vehicles, it 
was deemed appropriate to examine the bus and commercial vehicle counts and percentages 
entering the Greycliff EB and Divide SB rest areas. The results of this analysis are shown in 
Figure 5-2. As shown in this figure, the number of buses and commercial vehicles entering rest 
areas on average is higher during the day, consistent with expectations, as more travel occurs 
during the day. Specifically, the figure shows that the number of buses and commercial vehicles 
using a rest area peaks mid-day around noon despite the fact that the percentage of trucks in the 
mainline traffic stream peaks after midnight (roughly during the period between 1:00 a.m. and 
4:00 a.m.). Further, the figure shows that the percentage of trucks entering the rest areas during 
the night is notably higher than that during daytime hours. This trend is largely consistent with 
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the variation in mainline trucks percentage shown in Figure 5-1. Therefore, an estimate of mid- 
day and nighttime bus and commercial vehicle counts along with the expected dwell times are 
important inputs for the determination of parking needs at rest areas. 
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Figure 5-2: Hourly rest area truck counts and percentages at the Greycliff EB and Divide 
SB rest areas 


5.3. Parking Dwell Times at Rest Areas 


Parking dwell time is a critical input in determining the parking demand and design capacity at a 
particular rest area both for passenger and commercial vehicles. There is minimal information in 
the Guide for Development of Rest Areas on Major Arterials and Freeways (AASHTO 2001) about the 
dwell times used in the planning and design of rest areas. In one section of the guide, parking 
dwell times of 15 minutes for passenger vehicles and 20 minutes for trucks were labeled as 
“normal” and used in a formula to find the number of parking stalls needed for passenger 
vehicles and trucks. In the Guide’s appendix, a simple analysis to estimate truck parking spaces 
needed (quoted from an FHWA report) used 30 minutes as an average dwell time for trucks. The 
work performed during this research involved detailed investigation on parking dwell time at 
three different Montana rest areas to better understand the magnitude and trends of parking dwell 


time that are essential for determining parking needs at rest areas. 
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When data were separated by day and night, average dwell time during the day was found to be 
significantly lower than that during the night. The mean values for various vehicle types are 
shown in Table 5-6. At the three rest areas investigated, the mean truck dwell time during the 
night is roughly around 4 to 5 times that during the day. However, as discussed in the previous 
section, the number of trucks using the rest area during daytime is higher than that during 
nighttime. Therefore, both truck count and mean dwell time during the day and night should be 
used in determining the number of truck parking stalls needed at the subject rest area. This is not 
the case with the passenger vehicles, where daytime counts usually dictate the parking needs at 
the rest area. 


Table 5-6: Mean Dwell Time by Vehicle Type During Day and Night at Study Sites 


Mean Dwell Time (Hr: Min: Sec) 
Location Vehicle Type Day Night 

Cars 00:10:31 | 01:13:35 

Greycliff EB Trucks 00:34:00 | 03:08:00 
RVs 00:15:37 | 03:45:00 
Cars 00:10:47 | 00:50:14 

Divide! | SB Trucks 00:37:50 | 03:21:42 
RVs 00:14:44 | 01:07:04 
Cars 00:09:33 | 00:22:18 

Clearwater Junction Trucks 0025:25 | 01:36:22 
RVs 00:26:38 --- 


--- Value omitted for lack of adequate empirical observations. 


Guideline #4: Passenger vehicle traffic counts and average dwell time during the daytime peak 
period should be used in the determination of passenger car parking needs at the rest area. 


Guideline #5: Both commercial vehicle counts and dwell times during the daytime peak period 
and the nighttime off-peak period should be used in determining truck parking needs at the rest 
area. 


5.4. Weigh Stations 


As discussed in Chapter 4, the operation of a weigh station in conjunction with a rest area 
appeared to increase the rest area usage at a particular site. To further examine this observation, 
the percentage of rest area usage was calculated during periods when the weigh stations were 
both closed and open. Only daytime hours when the weigh stations were in operation were used 
in this comparison. 


As shown in Table 5-7, the rest area usage dramatically increased during the hours of weigh 
station operation at the Culbertson and Clearwater Junction rest areas, but exhibited almost no 
change at the Armington rest area. Armington rest area and weigh station are set apart, though 
they share the same driveway access. This differs slightly from the layout of the Culbertson and 
Clearwater Junction which may partly explain the lack of change in usage observed elsewhere. 
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Another possible factor behind this is the proximity to major cities. 


Guidance 


Armington is located 


approximately 25 miles from the city of Great Falls, Clearwater Junction is approximately 40 
miles from Missoula, while the Culbertson rest area is approximately 90 miles from Glendive. 
This may have an effect on the induced demand on the rest area from users of the weigh station. 


Table 5-7: Comparison of Rest Area Usage with Weigh Station Operation 


Rest Area Site Weigh Station Closed | Weigh Station Open | Hours of Operation 
Armington 10.3% 10.1% 9 a.m. to 5 p.m. 
Clearwater Junction 8.7% 18.5% 10 a.m. to 3 p.m. 
Culbertson 13.1% 50.8% 9 a.m. to 4 p.m. 


To further examine this observation, the proportion of trucks in the traffic entering each of the 
three rest areas was calculated during these same time periods when the weigh stations were 
closed and open. Results are shown in Table 5-8. 


Table 5-8: Comparison of Rest Area Count Truck Percentage with and without Weigh Station 


Operation 
Rest Area Site Weigh Station Closed [Weigh Station Open |Hours of Operation 
Armington 2.3% 4.2% 9 a.m. to 5 p.m. 
Clearwater Junction 4.5% 17.3% 10 a.m. to 3 p.m. 
Culbertson 10.9% 34.3% 9 a.m. to 4 p.m. 


As shown in Table 5-8, the proportion of trucks at all three sites notably increased when the 
weigh stations were in operation. However, the magnitude of this increase is not consistent 
among the three sites investigated. Specifically, the increases at the Clearwater Junction and 
Culbertson sites were more profound than that at the Armington rest area. Overall, results 
suggest that a weigh station in conjunction of a rest area will most likely increase the commercial 
vehicle demand onthe rest area sharing the same location. The amount of the induced 
commercial truck demand is believed to be site specific and needs to be estimated on a case-by- 
case basis. 


Guideline #6: A weigh station sharing the site with a rest area will most likely increase the 
commercial truck demand on the rest area when weigh station is in operation. The amount of 
the induced heavy vehicle demand needs to be estimated on a case-by-case basis. 


5.5. 


Rest area condition was investigated in this research as one of the variables that may have an 
effect on rest area traffic usage. Figure 5-3 shows the average rest area usage for rest areas 
classified as being in good, fair, and poor condition. The source of these condition ratings was 
MDT’s Planning Systems Data & Statistics Bureau. A good condition rest area was defined as 
one which is of newer construction and has been well maintained. A fair rest area was one 
which was likely to be of older construction and could likely use renovation, with the site being 
kept adequately maintained. A poor condition rest area was one which was likely older and 
nearing the end of its useful life. It should be noted that rest area condition assessment according 
to this scheme was conducted in a somewhat qualitative manner. Eleven sites were given a 
“poor” rating while 20 and 13 sites were given “fair” and “good” ratings, respectively. As 
shown in Figure 5-3, rest areas classified as being in “good” condition were associated with 
higher usage than those classified as being in “poor” or “fair” condition. However, almost no 


Rest Area Condition 


Western Transportation Institute Page 124 


Montana Rest Area Usage Guidance 


distinction in usage is apparent between rest areas classified as being in “fair” condition and 
those classified as being in “poor” condition. 


18 
is + 
14 + 


% Mainline Traffic 


Poor Fair Good 


Facility Condition Rating 


Figure 5-3: Facility Condition vs. Rest Area Usage - Overall 


To further examine the effect of rest area condition on traffic usage, the mean usage (in terms of 
percentage mainline traffic) is provided for rest areas that are in good condition versus those that 
are in poor/fair condition for the four highway categories as shown in Table 5-9. This table 
shows that the rest area usage for “good” condition is higher than that for the combined poor and 
fair conditions at high-volume interstate and low volume arterial categories, about the same for 
high-volume arterial, and slightly lower for low-volume interstate. Therefore, the figures 
presented in this table suggest the lack of adequate and consistent evidence about the effect of 
rest area condition on traffic usage. 


Table 5-9: Rest Area Usage by Condition and Highway Category 


Category Poor/Fair Good Good-to-Poor/Fair Ratio 
High-Volume Interstate 9.4 11.0 L17 
Low-Volume Interstate 8.8 7.9 0.90 
High-Volume Arterial 9.0 o3 1.03 
Low-Volume Arterial 11.4 16.2 1.42 


Guideline #7: While rest area condition may affect traffic usage, it is recommended not to adjust 
the baseline usage for rest area condition due to lack of consistent empirical evidence. 


5.6. | Seasonal Variation in Rest Area Usage 


In this study, rest area traffic usage data were collected for the most part during the summer 
season (data at a few rest areas were collected during September 2009). T herefore, the 
percentages of mainline traffic using the rest area that were discussed in Section 5-1 should 
largely reflect the peak summer season. In using these percentages for the planning and design 
of rest areas, it is important for the Montana Department of Transportation to use mainline traffic 
counts which represent the peak summer season. 
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Guideline #8: For rest area planning and design purposes, it is important to use mainline traffic 
counts that reflect the peak summer season. 


5.7. Patron Demand on Rest Area Facilities 


Many aspects of rest area design rely directly or indirectly on vehicle counts. One indirect use of 
vehicle count data is a determination of the number of rest area patrons. Such information is 
important in the sizing of rest area facilities, from the size of the overall building(s) to specifics 
such as restroom fixtures. A's discussed in Chapter 4( Section 4.5.2), this research has 
established the relationship between the number of vehicles accessing the rest area facility and 
the number of patrons using the rest area building at four study sites: Divide southbound, 
Greycliff eastbound, Bridger, and Emigrant rest areas. 


Based on the results of the analysis presented in Chapter 4, it seems reasonable to recommend a 
value of 1.5 patrons per vehicle accessing the rest area facility to be employed in Montana rest 
area design. This figure is considered conservative as it is slightly higher than the values 
observed at all rest areas except the Emigrant rest area where the corresponding value was 1.78. 
This higher value is believed to be related to the highly recreational traffic and the abnormally 
low percentage of trucks associated with this particular rest area. 


Guideline # 9: For rest area planning and design purposes, a rate of 1.5 may be used in 
estimating the number of patrons using the rest area building based on the number of vehicles 
stopping at the rest area facility. 


5.8. | Water Usage at Rest Areas 


The analysis of the average amount of water used and wastewater generated per patron at a rest 
area was provided in Chapter 4 (Section 4.5.3). This was accomplished by dividing a specific 
day’s water meter reading by the number of patrons at the rest area for that day. A summary of 
the results of this analysis is provided in the table below: 


Table 5-10: Water Usage Summary of Results 


Mean Median 35" 90" 95" 
(gal/patron) | (gal/patron) | percentile | Percentile | Percentile 


It is evident that the differences in water usage between those on interstate and arterial highways 
are relatively small. Therefore, the overall statistics are more important to the current discussion 
about water usage at rest areas in Montana. As shown in this table, the average patron water 
usage at all rest areas is approximately 1.5 gallons. The usage that occurred most often at all rest 
areas was 2.0 gallons per patron and the 85" percentile at all rest areas is 2.5. As the more up-to- 
date low flow fixtures that are used in all current rest area projects normally result in lower water 
usage, and the fact that the statistics shown in this table are based on all rest areas including 
some of the older ones with higher water usage, it is both reasonable and conservative to 
recommend average water usage per patron of 2.0 gallons. 
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Guideline # 10: It is recommended that the MDT use an average water usage of 2.0 gallons per 
patron in planning Montana water and wastewater systems at current rest area projects. The 
ultimate value employed will also need to conform to the requirements set forth by the Montana 
Department of Environmental Quality (DEQ) for the design of such systems, specifically 
wastewater treatment systems at sites where city sewer access is not available. 


5.9. Rest Areas Usage Estimation Example 


To appreciate the differences and similarities between the guidelines developed in this research 
project and those provided by AASHTO (AASHTO, 2001), it would be useful to go over an 
example where both recommended guidelines are applied to a particular rest area. The Greycliff 
eastbound rest area was selected in this example for the purpose of demonstrating how the 
mainline average daily traffic and the estimated hourly volumes could be used in estimating the 
number of parking stalls by vehicle type, number of patrons accessing the rest area, number of 
toilets required and water usage. The guidelines provided in Chapter 5 of this document and the 
equations provided by AASHTO (AASHTO, 2001) were used in usage estimation calculations. 
The AASHTO equations used in this example are presented below: 


Number of parking spaces: 


ADT*P*DH*D | *PF* VHS 


N_andN, = 
Cc t 60 
Where: 

e N = Number of passenger vehicle parking spaces 

e N: = Number of commercial vehicle parking spaces 

e ADT = Average daily traffic 

e P = Proportion of mainline traffic stopping at rest area 

e DH = Design Hourly factor, which compared the design hour volume (the 30" 
to 50" highest hourly volume at the site) to annual ADT 
(Note: this variable is excluded in computing parking needs based on the 
guidance of this chapter, as the peak hour volume is being employed 
already.) 

e D = Proportion of cars using facility (D; when computing commercial 
vehicle parking) 

e PF = Peak factor, ratio of average-day usage during the 5 pe ak summer 
months compared with the average over the entire year, generally 1.8. 

e VHS = Average dwell time of different vehicle types (in minutes) 


Number of Restroom Stalls: 


_ ADT *UV*DH*PF*P 
30 


T 
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Where: 

e T = Number of restroom stalls 

e ADT =Average Daily Traffic 

e UV = Restroom users per vehicle 

e DH = Ratio of design hourly volume to ADT 
(Note: this variable is excluded in computing parking needs based on the 
guidance of this chapter, as the peak hour volume is being employed 
already.) 

e PF = Peak Factor, the ratio of the average day usage during the five summer 
months of peak usage compared with the average day usage over the entire 
year 

e P = Total percent of traffic stopping at the rest area 


Note that in computing the number of restroom stalls based on the guidance of this chapter, the 
ADT value is employed instead of average peak hour volume. This is because the cumulative 
use for the entire day is of interest, rather than a peak value. 


Water Usage: 
PHD = ADT* DH * PF* P* UV * gallons + employee flow 


Where: 

e PHD = Peak Hourly Demand 

e ADT = Average Daily Traffic 

e DH = Ratio of design hourly volume to ADT 

e PF = Peak Factor, the ratio of the average day used during the five summer 
months of peak usage compared with the average day usage over the entire 
year 

e P = Total percent of traffic stopping at the rest area 

e UV = Restroom users per vehicle 


e Gallons =Recommended gallons of water use per user 


e Employee flow = water required by maintenance employee (i.e. cleaning). Note 
that this value is unknown for the research and not employed in the calculations. 


Once again, in computing water usage based on the guidance of this chapter, the ADT value is 
employed instead of average peak hour volume. This is because the cumulative use for the entire 
day is of interest, rather than a peak value. 


Using the above equations, the guidelines presented in Chapter 5, the average daily traffic and 
hourly volumes provided by the directional MDT traffic data for 2008, usage estimation was 
calculated. Vehicles per hour (vph) values represent hourly volume estimates for each site 
during the daytime peak period (9:00 a.m. to 4:00 p.m.) and nighttime off-peak period (12:00 


Western Transportation Institute Page 128 


Montana Rest Area Usage Guidance 


a.m. to 6:00 a.m.). The data compiled for use in the estimation calculations is presented in Table 
5-11. The results of usage calculations are presented in Table 5-12. For brevity, individual 
estimation calculations are not presented in this section. 


Table 5-11: Data Elements Employed in Calculations 


cl hal 
Guidelines Notes 
4900 (ADT) 52 vph (night) MDT ATR data 
| o1s@ —_—(Ghbmdonthalebed 
0.16 (1) 0.16 (2) (2) Based on Guideline #1 


AASHTO recommended value 
1.8 


Based on measured commercial vehicle day 
0.853 percentage of 0.147 
0.1 (day), 0.25 (night) |Measured by the research 
PFO | 18 | 8 AASHTO recommended value 


Measured by the research 
Measured by the research 


All AASHTO variable values determined by AASHTO approach. 


Table 5-12: Comparison of Design Element Results 


AASHTO Ch5 Recommended 
Figures Guidelines 


Passenger vehicle stals | 39 |S 


5 (women), 4 (men) | 3 (women), 2 (men) 
Users (peak hour) 
Water usage (gallons)* [963 —Ss—s| SC 


*Based on the results of other studies, it is reasonable to assume that 
the amount of wastewater is approximately the same as that of water 
usage. 


39 
6 (day) 
Commercial vehicle stalls 18 12 (night) 
963 


As the results in Table 5-12 indicate, various differences resulted in the design elements 
computed using AASHTO’s guidance compared to that employing the guidance recommended 
in this chapter. The first difference is that of the parking stalls required for the site. Through the 
use of the different variable inputs developed by this research, namely dwell time, as well as the 
proportion of passenger and commercial vehicles using rest areas, the number of parking stalls 
for the site was determined. For passenger vehicles, this ranged from 39 using the AASHTO 
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guidance to 15 using the research guidance. This represents a significant difference from a 
planning and design standpoint, as fewer required stalls have the potential to translate into 
construction and maintenance savings. When determining the number of commercial vehicle 
stalls, the AASHTO guidance determined 18 were necessary, while the guidance of this chapter 
found that 12 stalls were required. Once again, this represents the potential for design savings. 
Please note that the number of parking stalls calculated using Chapter 5 guidelines are based on 
the 85% percentile usage, which means that the parking capacity estimated could be exceeded 15 
percent of the time during the peak hour period. Chapter 5 allows for more conservative 
estimates should higher percentile values are selected. 


The number of restroom stalls required displayed slight differences. Using the AASHTO 
guidance, a total 9 restroom stalls would be required, while the guidance developed by this 
research indicated that 5 stalls would be necessary. This represented a difference of two men’s 
and two women’s stalls when employing the guidelines presented in this chapter. This finding 
also presents direct impacts on construction and maintenance aspects for the rest area. 


Perhaps the most significant result of this limited evaluation was that of estimated water usage. 
As the table indicates, when AASHTO’s recommended values are employed, water usage was 
estimated to be 963 gallons. Based on the guidance of this chapter, an alternative value for water 
usage of 635 gallons was determined, a difference of 328 gallons. This result has profound 
impacts on rest area design, both in terms of water usage (well design, etc.) and wastewater 
generation (sewer and septic designs). As it appears that AASHTO calculations overestimate 
water usage, it is possible that systems are currently being overdesigned, with corresponding 
financial implications. Indeed, when referring back to the data recorded for this site, it was 
found that on average 550 gallons of water were being used per day (with corresponding 
assumed wastewater generated). Consequently, the use of the 2.0 gallons per user metric has 
produced an overestimation of 85 gallons. Whether this difference constitutes a reasonable 
margin of safety in design is not known; however, it does illustrate the shortcoming of the 
continued use of AASHTO’s 3.5 gallons per user figure. 


5.10. Chapter Summary 


This chapter utilized the major research results presented in Chapter 41n developing a set of 
guidelines that is intended to help the Montana Department of Transportation in planning and 
designing future rest area construction and rehabilitation projects. The recommended guidelines 
presented in this chapter are listed below: 


1) Inrest area planning and design, a baseline rest area traffic usage of 16% and 25% of 
mainline peak traffic may be used at rest areas on interstate and arterial highways 
respectively. 


2) There is no need to adjust the baseline rest area usage (percent of mainline traffic) for the 
peak daytime period based on the overall percentage of tucks in the mainline served by 
the rest area. 


3) For planning and design purposes, it is reasonable to assume the percentage of buses and 
commercial vehicles during the daytime design peak period and the nighttime off-peak 
period as being equivalent to 70 percent and 200 percent of the overall bus and 
commercial vehicle percentage for the mainline served by the rest area respectively. 
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4) 


5) 


6) 


2) 


8) 


9) 


Passenger vehicle traffic counts and average dwell time during the daytime peak period 
should be used in the determination of passenger vehicle parking needs at the rest area. 


Both bus and commercial vehicle counts and dwell times during the daytime peak period 
and the nighttime off-peak period should be used in determining parking needs at the rest 
area. 


A weigh station sharing the site with a rest area will most likely increase the commercial 
truck demand on the rest area when the weigh station is in operation. The amount of the 
induced heavy vehicle demand needs to be estimated on a case-by-case basis. 


While rest area condition may affect traffic usage, it is recommended not to adjust the 
baseline usage for rest area condition due to lack of consistent empirical evidence. 


For rest area planning and design purposes, it is important to use mainline traffic counts 
that reflect the peak summer season. 


A rate of 1.5 may be used in estimating the number of patrons using the rest area building 
based on the number of vehicles stopping at the rest area facility. 


10) It is recommended that MDT use an average water usage of 2.5 gallons per patron in 


planning Montana water and wastewater systems at current rest area projects. The 
ultimate value employed will also need to conform to the requirements set forth by the 
Montana Department of Environmental Quality (DEQ) for the design of such systems. 


Western Transportation Institute Page 131 


Montana Rest Area Usage References 


6. REFERENCES 


Adams, D. and Reierson, J., “Safety Rest Areas: Planning, Location and Design.” 
Transportation Research Record 822 (1981). 


American Association of State Highway and Transportation Officials, Task Force on Geometric 
Design, “A Guide for the Development of Rest Areas on Major Arterials and Freeways, 3rd 
Edition.” Washington D.C., (2001). 


Blomquist, Daniel T., Johnson, Dave, and Carson, Jodi L., “Montana Rest Area Plan.” Western 
Transportation Institute - Bozeman. (December 1999,a mended May 2004). Available at: 
http://www.mdt.mt.gov/publications/docs/brochures/restarea_plan.pdf 

Blomquist, Daniel T. and Carson, Jodi L., “Investigating the Needs and Expectations of 
Roadside Rest Area Users: A Critical Step in Long Range Rest Area Planning.” ITE Journal 
(July 2002). 


Byrne, Bernard F., “Usage of Three Rest Areas in Vermont.” Transportation Research Record 
1326 (1991). 


CDOT Rest Area Task Force Committee, “Colorado Rest Areas Management and Maintenance 
Study.” Colorado Department of Transportation (August 1997). 


Erickson, A.E.; Davis, M.L., Sprague, R.T., Bratt, D.P., and Rueckert, W.A., “On-Site Land 
Treatment Systems for Freeway Rest Areas.” Transportation Research Record 822 (1981). 


Federal Highway Administration. “Transportation Enhancement Activities.” (November 2010). 
Available at: http://www.fhwa.dot.gov/environment/te/ 


Fowler, D.W., Straughan, W.T., and Perry, K.W., “Compilation and Evaluation of Rest Area 
Issues and Designs.” Transportation Research Record 1224 (1989). 


Garber, Nicolas J. and Wang, Hua, “Estimation of the Demand for Commercial Truck Parking 
on Interstate Highways in Virginia.” Research Report UVA-CTS-5-14-65 (January 2003). 
Available at: http://www. virginiadot.org/vtre/main/online_reports/pdf/04-r10.pdf 


Garder, Per E. and Bosonetto, Nicholas, New England Transportation Consortium, “Quantifying 
Rest Area Usage.” Department of Civil and Environmental Engineering — The University of 
Maine (November 2002). Available at: http://docs.trb.org/00941461.pdf 


Gattis, J.L. and Tooley, Melissa S., “Rural Rest Area Privatization Conditions.” University of 
Arkansas, Fayetteville (December 1997). Available at: 
http://ww2.mackblackwell.org/web/research/ALL_RESEARCH PROJECTS/1000s/1071/MBT 
C-1071.pdf 

Goods Movement Planning — Office of Intermodal Project Planning. “Truck Stop and Rest Area 
Parking Study.” State of Connecticut Department of Transportation (April 2001). Available at: 
http://www.ct.gov/dot/lib/dot/documents/dpolicy/truck/restareareport.pdf 


Gregory, W. Hughes; Averett, Daniel E., and Francingues, Norman R., “Rest Area Wastewater 
Treatment.” U.S. Army Engineer Waterways Experiment Station. FHWA (1977). 


Western Transportation Institute Page 132 


Montana Rest Area Usage References 


Griffin, D.M. and Yan, Xiadong, “Water Use, Wastewater Generation, and Traffic Counts at 
Interstate Rest Areas in Louisiana.” Louisiana Department of Transportation and Development 
Louisiana Transportation Research Center (June 2003). Available at: 


https://www.ltrc.lsu.edu/pdf/2008/fr_370.pdf 


King, G.F., “NCHRP Report #324: Evaluation of Safety Roadside Rest Areas.” Transportation 
Research Board of the National Academies, Washington D.C., (December 1989). 


Melton, W., Tran, A., and Leverson, J., “Rest Area Usage Design Criteria Update.” Washington 
State Department of Transportation, Olympia, Washington (January 1989). Available at: 
http://www.wsdot.wa.gov/research/reports/fullreports/173.1.pdf 


Nebraska Department of Roads, “Nebraska Safety Rest Area Study Number 4.” Nebraska 
Department of Roads, Lincoln, Nebraska (1987). 


Oregon Department of Transportation, Highway Research Board, “Rest Area Use Study 
Procedure Guide” (1960). 


Perfater, Michael A., “Operation and Motorist Usage of Interstate Rest Areas and Welcome 
Centers in Virginia.” Transportation Research Record 1224 (1989). 


Sarasota/Manatee Metropolitan Planning Organization. “ Federal Highway Administration 
Vehicle Classifications.” S arasota/Manatee Metropolitan Planning Organization (2010). 
Available at: http://www.mympo.org/ 

Taylor, William C and Sung, Nakmoon, “A Study of Highway Rest Areas and Fatigue Related 
Truck Crashes.” Department of Civil Engineering — Michigan State University (2000). 


Twardzik, L. and Haskell, T., “Rest Area/Roadside Park Administration, Use and Operations.” 
Michigan State University, Lansing, Michigan (June 1985). 


Utah Department of Transportation. “Utah Statewide Rest Area Plan”. Utah Department of 
Transportation, Salt Lake City, Utah (April, 2007). Available at: 
http://www.udot.utah.gov/main/uconowner.gf?n=48 1 157427670243919 


Washington Department of Transportation Facilities Office. “Safety Rest Area Program 
Strategic Plan”. Washington Department of Transportation, Olympia, Washington (November, 
2008). Available at: http://(www.wsdot.wa.gov/NR/rdonlyres/6CEBB99E-B6AE-48A6-AF3 1- 
86382985044B/0/SRAStrategicPlan.pdf 

Yokota, Toshiyuki, “Guidelines for Roadside Stations - Michinoeki.” Transport and Urban 
Development Department-The World Bank (2004). Available at: 
http://www.worldbank.org/transport/roads/rdside%20station%20docs/01_Intro-Note6.pdf 


Western Transportation Institute Page 133 


This public document was published in electronic 
format at no cost. 


